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PART III 

Stores Purchase 


Agriculture Development and Farmers’ 
Welfare Department 

E-TENDER NOTICE 

No. SBCL 120/E-T/B1/2017-18. 22nd July 2017. 

The Deputy Director of Agriculture, State Biocontrol 
Laboratory, Mannuthy, Thrissur on behalf of the Governor 
of Kerala invites competitive e-tender in two cover 
system from competent firms for the supply of talc for 
the production of bio control agents in State Bio Control 
Laboratory, Mannuthy. Documents can be obtained from 
https://etenders.kerala.gov.in. Since this is an e-tender, 
only those bidders who have enrolled in the above portal 
with their own Digital Signature Certificate (DSC) can 
participate in the tender. Tender has two parts. 

1. Technical Bid 

2. Financial Bid (BOQ) 

Tender No. with PAC—SBCL 120/T/B1/2017-18— 
' 9,00,000. 

Documents sale start date—3-8-2017, 6 p. m. 

Gaz. No. 36/2017/DTP (Stores Purchase). 


Documents sale end date—2-9-2017, 6 p. m. 

Bid submission start date—3-8-2017, 6 p. m. 

Last date and time of receipt of e-tender—2-9-2017, 
6 p. m. 

Date and time of opening e-tender : 

• Technical Bid—18-9-2017, 11 a. m. 

• Financial Bid—20-9-2017, 11 a. m. 

Cost of e-tender (on line submission)—' 1,800 + 

(VAT 5%) ' 90 = Total ' 1,890. 

Date upto which the rates are to remain firm for 
acceptance—One year from the date of execution of 
contract. 

EMD—1% of PAC in online payment. 

Security Deposit—5% of total contract amount. 

The bidder desiring to take part in the bid shall log 
on to https://etenders.kerala.gov.in and select tender and 
initiate payment. Bidders will be directed to the 
payment gateway page of State Bank of Travancore 
https://etenders.kerala.gov.in. There are two options. 
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• State Bank of Travancore (SBT) net banking 
payment. 

• Payment through NEFT from other banks to 
the payment gateway of SBT 

For obtaining Digital Signature Certificate (DSC) and 
for necessary portal enrolment bidders can visit the 
website https://etenders.kerala.gov.in. 

Contents to be included under two cover system; 

Cover I Technical bid (Scanned copy in pdf format 
of all documents in Cover I should be uploaded online 
and originals should be submitted directly to this office 
before the last date of receipt of the tender) 

Cover I Technical Bid 

• Bid covering letter in Annexure I 

• Compliance statement in Annexure II 

• Scanned copy of Annexure III in the 

prescribed format in Govt, of Kerala Stamp 
Paper worth ' 150. 

• Bidder self introduction in Annexure IV (in 
the letterhead of the firm) 

• Signed copy of e-Tender Document 

• Chemical analysis report of the sample given 

• Document to prove EMD exemption if 
eligible 

• Sample should be included along with tender 

Cover II Financial Bid 

Submit the BOQ in excel format through the website 
https://etenders.kerala.gov.in. Financial bid sent through 
any other method will not be accepted. The BOQ 
template must not be modified or replaced by the bidder 
and the same should be uploaded after filling the relevant 
columns, else the bid is liable to be rejected for this 
tender. The bidders are allowed to enter the bidder name 
and values only. 

Soon after the opening of the technical bid, the 
committee constituted to evaluate the bids will meet and 
scrutinize the technical. Based on the committee 
decision, Technical bids will be accepted or rejected. 
Financial bid of firms which are selected by the 
committee will be opened, on the day of opening of 
Financial Bid. The financial bid of the bidders who 
qualify in the technical bid alone will be considered. 

Tenders will be opened in the online presence of 
such bidders or their authorized representatives who have 
logged in at the prescribed time of opening of technical 
and financial bids. 

If the date fixed for opening happens to be a 
holiday/or due to net failure the tenders will be opened 
on the next working day at the same time. All the 
connected documents have to be enclosed along with the 
Tender containing the Price Bid. 

Specifications 

Item and Quantity—Talc (Magnesium Silicate) with 
Neutral pH, Mesh size 300—400 mesh, 20-30kg 
Packing, 15-20MT per load—150 MT. 

Remarks—Sample of 1 Kg size and analysis report 
should be included along with tender. 

Signature of the Bidder with Seal 


1. Destination of supply —Store room/godown of 
State biocontrol lab, Mannuthy, Thrissur as 
directed in the supply order. 

2. Quantity shown in the tender notice is 
approximate. The successful bidder is bound to 
supply the actual quantity shown in the supply 
order (which may be more or less than the 
published quantity). Based on the actual 
requirement of this lab, supply orders will be 
issued and accordingly the materials have to be 
supplied within the specified time limit. 

3. If tender is confirmed, Tenderer will have to 
execute a contract bond on Kerala State Stamp 
Paper worth ' 500 and deposit a security 
amount of 5% of the contract amount before 
the supply of articles as specified in the supply 
order. 

4. Rate to be quoted online by using the 
BOQ form in excel format through the website 
https://etenders.kerala.gov.in. Price document 
submitted through any other method will not be 
accepted. 

5. Cost should be quoted in Indian currency only 
and should be inclusive of tax and other duties, 
transportation, loading & unloading expenses or 
any other expenses if applicable. 

6. Violation of any rules/special condition/ 
direction in supply order by the supplier will 
lead to rejection of his bid. 

7. Additional details can be had from the office of 
the undersigned during the office hours on all 
working days. All terms and conditions 
governing the purchase of stores by the Govt, of 
Kerala will be applicable to this tender also. 

8. On completion of supply as per the supply 
order, invoice in triplicate drawn in 
favour of Deputy Director of Agriculture, 
State Bio Control Laboratory, Mannuthy, 
Thrissur-680 651 for effecting payment. 
Separate bill/invoice should be send for each 
supply order. 

9. In case of any disputes the decision of the 
Director of Agriculture, Directorate of 
Agriculture Development & Farmer’s Welfare 
Thiruvanathapuram shall be final. 

Deputy Director of Agriculture 
Accepted the terms and conditions of this tender 
Place: 

Date: Signature 

Name 

Authorised signatory of the tender submitting firm along 
with office and designation seals. 

State Biocontrol 

Laboratory, Mannuthy, (Sd.) 

Thrissur. Deputy Director of 

Email:sbclgov@gmail.com Agriculture. 
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Collegiate Education Department 

3(3^ejocru njocru^o 

ODOURS a£)3/487/2017. 2017 (3ra>CD(TU 17. 

2017-18 auoCTn« 5 rcr> 1 c&.aj( 3 o 3 do ga , o§«do cnai 6 n 3 s)i 2 iorcr 
(BcftiOCBgsslRsS “2202- 03 -103- 76 -Development of Lab & 
Library 34 other charges (plan) ojriDarflcnnRsS ' 3,00,000-cn 
sitftialtssiejjcftiaa mRs8ca.janD«nloD” ajtBUoj B^'^ejooujcft.aa 
c»i 3 d sml 1 6 ) <03 0 gg 1 an j. 

3^<^eiooujca>gj6is <ft>udloDjojjoR5iro 2017-18 CTuoanR5T3)1<&> 
Q1(3o9do e<ft>0§CD)o O)O16n3ff>l2l0l|r <Sca>OCBg03lK58 “2202-03-103-76- 

Furniture, Library and Lab Equipments 34 other charges 
(Plan) oiran Rsil cffilraS 6)cft.ffl1c9S) eij <ft>o3 mRsScaq am Rhlcnjgg 
3(3™ejoonjc9>u3” o06ions>jaj)l c<-*-i4<^3fruT<o_| 0 a3, cnu6n3fflao^'' 
(ScBjoegs e<ft>o§a»o, 0 D 0 §caio oil. a., oilo3-686 013, e<ft>o§oc»o 
a^on uleioonRsirnlcoS (3racr»^|jfflKSffl6ne«5)06rn. 

3 Rioejoau 2 <ft>ti 3 2017 6ionojgo6U(3 aoaruo 14-00 «j>°Icq)r» 1 
oJcftraS 1 2 i 6 m 1 (U 6 )ffl oni°lta>Rjlc96)jonc(r)06Tn. «noaon1ojjcftn§jor) 
3(3<^eioou2o9jC(3 onjl<ft>o1cSffljonRnej. G^^eioonjoBjoa 2017 
6iouajOo6njc8 siocroo 14-00 anlcraRnl oJcft>R53 2 mnnlces) 

O 

3(5oejo onj cfeocBRio rardocnl <ft>^R» (.ojrdI ml col <&>csgo 
ooossRijfflsnsffiilRsS rareajrajsis onoonlaD^RsrwlRsS (mjocoffljonoiosrn. 
2017 6)OUojoo6thrS aoaruo 14-00 aj)°lcr»«n1 cmaucol 3lajonaocQ)1 

O 

aiamoraS 6 )«s)0§sjrst® (.ojoj(3r5t® 1 Blaiaruo oJcfecaS 1 manlai®® 
3(3<^eioonjcft)a3 oui°lca.olces)jon(mjo 2 a 6 mlc 0 «) BtaneioaujcftOGOD 
(3i3o(nTca>^«r) (.oJRrilaDlcjDlc&CBgo anoEBRijsisrTgffldRsS raraaiRijsis 
onoonlran^R5K5il«53 Rsijotssijonajijfflosm. 

bc8<i£ioou csonooo 2017 6)onoJOo6njc3 boodo 14-00 

O 

(mltnuml oJofcRsS araj 216 ml ufflffl (Scfcoegs aooolonlcoS 
colcmjo eielce«)joT)«no6Tn. r»ojo&j1r 53 3(3<^eioou eooooo 
eje1cB<es)6TBU(3 BcB^eioon eoooo rstsiI and oiTqjcbow 
672-£>o 3 (0Dlcft.jan1 ga30n_jffls) cuilaooj' (.ODOoOgjo RDoJOR 53 
ouoau 63§lo] efflRsSulejoano o^ipjoilc® da>aiojo ouooIrdo 
oracsojcftfld ODR53csca)6n§«»osrn. BcS^eioaru eoOOORsrmlaoS ailej aoj 
tft .00 6m <u aooeijo (mlR>l6)ca> mra3ca>j on cm ej. BflS^ejoaru 
<jo£ioo63Ba3 afflc&aogo aoj<^juoo3 ojosjggroiej. Bia^eioon 
<joDoo«5rcr)1ao3 uIrsSoJO) 2017 fflonojgo6U<3 aoano 14-00 
R»1d»R5il OJC&.R53 1 I26m1c0ffl (3TaUOUOO)1<SS)JOnO)06in. 

aojcOSj^uS, QoJooursS ao^ajDOjcfcc/S, ouoamjca>c^ 
o0on1u BcS^eioon csaDOORsrailffloj] ajl£jcn>o<s2)l onjlcojolceojoncoiei. 

csonooo ail. oil. oil. raiacQil c 3 Tda»(r»c 9 S)ion«nej. cu)UoilcB<flS)b 

o 6V) e)6 ev a 

B^^eioon csoDOORsroiloog ailei (oDlc&jRnlasjaafflojffls) " 336 

(313) coil a 1 c 9 S)JO. 

B( 3 ^eioonlRs 8 Aosrnlceajam 0 Dlace«)jcft,o 3 ceffl 2018 
31 01981 (.oJ06njej^o g 6 nsocn)lR) 1 ec 96 )snecffl 06 Tn. B( 8 neioaro 
(Sonooratmleoiofflsoojo " 200 ulejcmjgg ffljLfToJtRDRSiailRsS 
gsnuslcffijo anlRKtsiLBU^moaDl ' 3,000-00$ ajblaoajT L<n)OoDgjo 
oxa3cBcft)6n§Rr)06Tn. 

No. A3/487/2017. 17 th August 201 7. 

Sealed tenders are invited for the supply of 
chemicals for ' 3,00,000 in various departments as 
follows under the scheme Development of Lab & 
Library 2017-2018. 


SI. 

No. 

Department 

Amount 

1 

Chemistry 

1,50,000 

2 

Zoology 

37,500 

3 

Physics 

37,500 

4 

Geology 

37,500 

5 

Botany 

37,500 


The envelopes containing the tender should be 
superscribed “Tender for the supply of chemicals under 
the scheme Development of lab & library 2017-18” and 
addressed to the Principal, Government College 
Kottayam, Nattakom P. O., Kottayam, Pin-686 013. 
Last date for the receipt of tender is 14th September 
2017. Late tenders will not be accepted. 
The tenders will be opened at 3 p. m. on 
14th September 2017 in the presence of such tenderers 
or their authorized representatives who may be present 
at that time. 

Intending tenderers may, on application to the 
Principal, Government College, Nattakom P.O., Kottayam 
obtain the requisite tender forms on which tenders 
should be submitted. Application for tender form should 
be accompanied by a cash remittance of ' 672 
(including tax) which is the price fixed for a form and 
which is not refundable under any circumstances. Demand 
Draft for ' 672 on the local branch of SBT drawn in 
favour of the Principal, Government College, Kottayam 
and self addressed Stamped Cover should be enclosed 
with the application for tender forms to be sent by post. 
The tender forms are not transferable. Sale of tender form 
will be closed at 1 p. m. on 14th September 2017. 
Cheques, Postage Stamps etc. will not be accepted 
towaras the cost of tender forms nor will the forms be 
sent per VPP. Duplicate tender forms, if required will be 
issued at ' 336 (Inclusive of Taxes) per copy. 

The rate quoted should be valid up to 31-3-2018. 
The articles should be supplied within 30 days on receipt 
of the supply order, in concerned department at your 
expense. Rates, Tax and condition of supply of articles 
should clearly be stated separately in respect of each of 
them. An agreement in the prescribed form in Kerala 
Government Stamp Paper worth ' 200 should be 
enclosed with the tender. 

The tender should be accompanied by an EMD of 
1% (one percent) of the total cost of the articles 
tendered for, either in cash or crossed Bank Draft or TSB 
deposits or Government pro note of Bank guarantee or 
NSL. Tenders without sufficient EMD will be rejected. 
EMD will carry no interest. Firms who are exempted 
from EMD should furnish attested copy of exemption 
orders. More details can be had from College Office. 
Cash transaction hours in this office is 10 a. m. to 2 p. m. 

The undersigned will have the right to cancel or 
extend the tender at any time without further notice. 

Government College, (Sd.) 

Kottayam. Principal. 
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3(3^ejocru njocru^o 

cncrucS 6m1i-468/20i7-i8/<TJoo3. 2017 rarajcocru 8. 

CHMKM coai. cm^cSscru & cnxnjadcru CBta>oegs1cBejc90 

OJDCTU(SS)(SSOriJ c&>onJ^§02<ft>C/3 CUltTOOSmo 6)iiJ<gj(mC3)1fn 
ajL3(Uij flssreojcftiA cQ]3d6m1ii-|)acfe033iaDi. 

rares&raS «r>i<£h —' 4 , 00 , 000 . 

6)ssneoj<ft>«l 333Sc96)o fflujcffio) cftifuolfflaS njjoraro) 6)S6n§(3 
cnarucS “6ru1i-468/20i7-i8/nJoa3” a®crn CBasufflrysjeraiOTsneanjo 
“Coila3fnjl(jjoa3, CHMKM cnai. rare)(3scri) & crucoxiScn) e<ft,:xsgS3, 
fflcftiosjcuggl, eca>o(p1cscefflos-673 572 ” r^)cm aileioanraimlraS 

{3T3CQ)<S»CSc0S)6n§(iD2l21OSrn. 6)S6ngOJca>d3 15-9-2017 g^J®><eS) 
2 a6rrilcea fflja3nJ0c®1 ec&ocsgH! 630on1cru1ra8 eig1ajlo1cBc9S)6TB 
(mo6rn. 6)6>aica,1 6)S6TTgojeftiC/3 ta) 06 Kmofflj Aoaffm 

anreoejjo njal(X)6m1<6fi)jam(!S)ei. sissneojcftaS 15 - 9-2017 
ffloaicftijcscmrao 3 06 rril<ss) nnossoooQngjgg tft.ffloojcaiOffljff)S(scQ)o, 
rareai (3^6)s carsocnlda^cro n^soigleorcjeoffio (Tuocrnlan^raimlraS 
(mjOcOffljananosTT). 

to) o m3 aj o ^ ai 1 gg ai (3 6issn§c3 no 0 0 rarail cnotrfl 
“(,oila5cnjlijjoa3, CHMKM cncu rare)(3sanj & (TucfflaScru c?cft,oegs, 
fflc&osjajggl, (Sca>oip1csc9fflos-673 572 ” n^)cm aileioanraimlraS 
caracsoj cftadl (Sc9S) 6ri§ ana6rn. rarecsnj c&ai cscqjo sisonjo 6>S6ng(3 
aDoorarcrtlfflo^ aileKaocml ' 900 [' 800 + ' 100 (GST 12 %)] 
cfflrasetesisngcuosm. assr^tS Gnnooamr>lac^ ailej cmosxroooj 
<ft.offlsmajaaoeJ 2 o ascss/l cnroScftj cm cm ei. 6 is6tbc 3 noooo 
6i6)ca>aogo fflijc§>oa3 ajosjggcmej. 6iS6n§c5 ncoocmrolfflog 
aflroSrucn 15 - 9-2017 g^jaScM 12 sm/lcoa (3r3ajcruocril<es)jcm«no6TTD. 
0S6T13C3 e no o o rare/l o c$ nil ei <scn<3l§ carascoajcftCBcffio 
m6mlcscr»o(3cu)oo<r»1 rare® ® cere jag® o re.aj<§> 0 o. icwonno, 
o^j(SS), csnJOCBtrus cruocmicaiaS 2u®i£jo®ai (ru/lca>®1ceffl)cft>(B®o, 
Ol1.nj1.rUl. (313)®1 (313 CD) Cffi <SS) J eft. G ® 0 61nJCg>0 OJ J (TD CTO BJ. 

OJD^JnjICBceSig aOOOo (313)01 03^ 21J gg 01(3 (313)CO) ®)1 GEi >66)0®1 
450 p 400 + ' 50 (GST 12%)] cft.JSl (313CD)®Gte6) SITE (0)06113. 

a6m1 g®o( 3 ojd oo®1 rare® cerej ern ai(3 ' 950 (' 900 + 

csnJoaruraS ruodies! ' 50 ) rare®®Gte®6ng«s)06rn. 

efl^sj otxo8 ail ai re 63i3o3 cere Gce>0Ggs3 aonDl cruj ao®1 

6H1CnjD6)n_|SJcfti. 


No. B 1/468/2017-18/Plan. 8th August 2017. 

Sealed tenders are invited for the supply of Desk 
Top Computers to CHMKM Govt. Arts & Science 
College, Koduvally. 

Estimate Amount—' 4,00,000. 

Tender should be superscribed “Tender 
No. B 1/468/2017-18/Plan—Supply of Desk Top 
Computers” and addressed to “The Principal. 
CHMKM Govt. Arts & Science College, Koduvally, 
Kozhikode -673 572”. The filled in tenders should reach 
this office on or before 15-9-2017 at 2 p. m. Late 
tenders will not be considered under any circumstances. 
The tenders will be opened at 3 p. m. on 15-9-2017 in 
the presence of the tenderers or their authorized 
representatives who may be present at that time. 

Intending tenderers may apply to “The Principal, 
CHMKM Govt. Arts & Science College, Koduvally, 
Kozhikode -673 572” to obtain the requisite tender form 
on which tenders should be submitted. Application for 
tender form should be accompanied by Money Order or 
Cash remittance of ' 900 [800 + 100 (GST 12%)] which 
is the price fixed for a form and which is not refundable. 
Tender forms are not transferable. 

Sale of tender forms will be closed at 12 Noon on 
15-9-2017. Cheque, Postage Stamps, Demand Draft, 
Postal Order etc. will not be accepted towards the cost 
of tender form and not by V.P.P. Duplicate tender forms 
if required will be issued for ' 450 [400 + 50 
(GST 12%)] per copy. For money order ' 950 
(900 + Postal charge ' 50). For more details contact 
college office. 

CHMKM Govt. Arts & Science (Sd.) 

College, Koduvally. Principal. 


Fire and Rescue Services Department 

e-TENDER NOTICES 

( 1 ) 

No. Ml-7025/2017. 10th August 2017. 

e-Tenders in two cover system are invited from competent manufacturers/fabricators or their authorised dealers 
with adequate stock and spares and repair capabilities for the purchase of 10 numbers of Water Bowsers as per the 
specifications of this Department. The tender is to be submitted as e-tenders through the web portal 
https://etenders.kerala.gov.in. Since this is an e-tender, only those bidders who have enrolled in the above portal with 
their own Digital Signature Certificate (DSC) can participate in the tender. 

e-Tender document and other details can be obtained from the above e-portal. 

The tender has two parts. 

1. Technical bid. 

2. Financial bid (BOQ). 

Tender No. with PAC—KFRS - e-Tender No. 02/2017-18/SN—' 750 Lakhs. 

EMD—1% of PAC in online payment. 

Cost of e-tender (online submission)—' 25,000 + GST @ 18%. 
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Date of pre bid meeting—26-8-2017, 11 a. m. 

Closing date and time of e-tender—14-9-2017, 4 p. m. 

Last date and time of receipt of e-tender—14-9-2017, 4 p. m. 

Date of presentation and evaluation—19-9-2017, 11 a. m. 

Date and time of opening of e-tender: 

1. Technical bid—18-9-2017, 11 a. m. 

2. Financial bid—20-9-2017, 11.30 a. m. 

Date upto which the rates are to remain firm for acceptance—31-3-2018. 

Security Deposit—5% of total contract amount as per rules, to be furnished as bank guarantee of a 
scheduled bank. 

Period of supply—Within 120 days of receipt of supply order. 

The bidder desiring to take part in the bid shall log into https://etenders.kerala.gov.in and then select tender and 
make the payment. Bidders will be directed to the payment gateway page of the State Bank of Travancore. There are two 
options-State Bank of Travancore SBT Net banking payment, payment through NEFT from other banks to the payment 
gateway of SBT. 

For obtaining digital signature certificate (DSC) and necessary portal enrollment bidders can visit the website 
https://etenders.kerala.gov.in. 

Tenders will be opened online in the presence of such tenderers or their authorized representatives who have 
logged in before the prescribed time of opening of technical & financial bids. If the date fixed for opening happens to 
be a holiday/unable to open the tender due to technical issues, the tenders will be opened in the next working day, at the 
same time. 

The tenderer, or his representative, shall be physically present at the Fire and Rescue Services Headquarters on 
the date prescribed, with necessary documents and presentations on all the technical aspects of the vehicle to be 
fabricated and accessories for the complete understanding of the evaluation committee and verification. The firms shall 
give in writing any aspect of fabrication if asked by the evaluation committee during the presentation. The offer of any 
firm, which fails to represent in the presentation and evaluation in the prescribed date and time, or fails to give complete 
details of the proposed fabrication including accessories during presentation will be rejected. 

The tender fee and EMD shall be received only through online payment SBT/SBT NEFT. 

The cost should be quoted in Indian currency only. The tender has two covers. 

• Technical cover 

• Financial cover 

The first cover i.e., the technical cover shall be uploaded with the following document. 

1. Scanned copy of Departmental Technical Specification of the product intended to supply duly signed and 
stamped by the bidder. 

The Bidder should sign, stamp and upload the Departmental Technical Specification as such, along with the tender. 
Uploading the duly signed and stamped Departmental Technical Specification will be treated as the applicant is ready to 
supply the product as per the Departmental Technical Specification without any deviation. 

In case of any deviation from the Departmental Technical Specification, the bidder shall fill and upload 
specification compliance statement in the following proforma, clearly marking the details of deviation. The committee 
will check the admissibility of the deviation mentioned by the bidder and the tender will be admitted only if the deviation 
proposed by the bidder is acceptable for the Departmental Technical Committee. Deviations, if any, shall be strictly 
marked in the Specification Compliance Statement itself. If the applicant uploaded the Specification Compliance 
Statement and no marking is made in the column provided for marking deviation in the statement, it will be treated as 
the applicant is ready to supply the product as per the Departmental Technical Specification without any deviation. 


Specification Compliance Statement for Water Bowser 


SI. 

No. 

Details of Departmental 
Technical Specification 

Details of the product offered 

Deviation from Departmental 
Technical Specification, if any 










Gaz. No. 36/2017/DTP (Stores Purchase). 
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2. Scanned copy of the agreement in the prescribed format in Kerala Stamp Paper worth ' 200. 

3. Brochure of the product intended to supply. 

4. Work experience certificate O.E.M. Authorisation Letter and other relevant details. 

5. Scanned copies of the declaration by the bidder on Kerala Stamp Paper worth ' 200 to the effect that no 
Vigilance Case has been charge sheeted and pending trial at Court against him/his partener/s or any of his 
directors in connection with fabrication/supply of similar product made earlier to this department. 

I,. (Name, Address, firm), do hereby declare that no Vigilance Case have been charge sheeted and 

pending trial at court against me, any of my partner/s or any of my directors, in connection with fabrication/ 

supply of similar product made earlier to Kerala Fire and Rescue Services Department/Government of Kerala and 

none of us or our firm is blacklisted by any Government agencies/PSUs in Kerala. 

Pre bid meeting 

A pre bid meeting will be held at Fire and Rescue Services Headquarters Thiruvananthapuram on the date and 
time as mentioned above. Bidders can participate in the pre bid meeting and clarify their doubts, if any. They can clarify 
their doubts by sending an e-mail to hq.frs@kerala.gov.in and by contacting The Divisional Officer, Fire and Rescue 
Services, Thiruvananthapuram in Phone Number-09497920103. 

Tender Opening and evaluation 

(a) Soon after the opening of the tender, the tenderers are requested to come to the Fire and Rescue Services 
Headquarters with documents and presentations on all the technical aspects of the fabrication and accessories for the full 
understanding of the Head Office Purchase Committee (Technical), on the date specified. 

(b) There will not be any further communications about the opening of the technical and financial bids 
separately. Soon on opening the technical bid of e-tenders the committee constituted to evaluate the technical aspects, 
will meet and scrutinize the technical specification of equipment submitted with the e-tender. 

(c) During evaluation, the tenders will be first evaluated for the compliance of Departmental Technical 
Specification. Only those tenders which comply the Departmental Technical Specifications will be considered for 
subsequent financial evaluation. 

(d) Those bidders who can comply with all the requirements and conditions of the tender only need to 
participate in the tender. Any special condition uploaded by the bidder will not be considered for evaluation. 

(e) The financial bid belonging to those dealers/suppliers who qualified in the technical bid of the equipment as 
required above by Kerala Fire & Rescue Services Department alone will be considered. 

(f) On finalization of technical evaluation, the second cover i.e., the financial bid of the concerned competent 
firm will be evaluated by the Head Office Committee (Finance) for consideration. 

The bidder should upload all the supporting documents along with the Technical cover 

(g) The originals of Technical specification compliance statement of the product, agreement in Kerala Stamp 
Paper worth ' 200, the declaration on Kerala Stamp Paper worth ' 200 and the Brouchers/Photograph/Diagrams of the 
fabrication and accessories, O.E.M. Authorisation Letter, if any, and other documents shall be produced before the 
undersigned soon after the financial Bid opening. 

(h) After opening the financial bid, financial evaluation will be done and the details will be uploaded in the 
financial evaluation field of the e-tender site, only after consultation with the DPC. The decision of the DPC will be 
final on the admissibility of the tender and thereafter awarding of the contract. 

(i) The right of acceptance or rejection of e-tender or cancelling the tender without assigning any reason, 
at any stage of tendering, is solemnly vested with the Director General, Kerala Fire and Rescue Services or a 
committee appointed by him. 

The rules and regulations prescribed for e-tenders by the Government of Kerala/Store Purchase Manual, 
Government of Kerala shall be applicable to this e-tender also. If any tenderer wants any clarification on any aspect of 
the tender he/she can send email to dt.frs@kerala.gov.in or Fax to 0471-2337422. 

Details with respect to the e-tender and the details of specifications of the item to be purchased can be obtained 
from the e-tender website https//etenders. kerala.gov.in. 

Any legal dispute that may arise in relation to the e-tender formalities will be restricted to the jurisdiction of 
Thiruvananthapuram District Court. 
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Detailed scope of supply cum technical specification for procurement of 
Water Bowser with fire fighting equipments and accessories 

Scope of supply includes procurement of chassis, design, fabrication and supply of water bowser as per attached 
technical specification of KERS. 

As the water bowser is a composite item, both the procurement of chassis and fabrication of chassis shall be 
done by the fabricator and all bidders have to quote for both items. L-I bidder shall be decided on overall basis. 

1. General 

1.1 The Water Bowser fabricated shall be suitable for carrying large quantity of water to the fire spot, fire 
fighting operations and capable of being deployed for helicopter landing, standby duties of VVIPS etc. 

1.2 The Water Bowser shall be fabricated on the chassis with specification mentioned below. The Water Bowser 
shall be designed to accommodate 6 member crew including driver and efficiently carry 11500 litres of Water and 700 
litres of foam compound. A centrifugal fire pump having discharge capacity of at least 4000 LPM @10 bar driven 
through heavy duty Power Take Off (PTO) unit. 

1.3 The overall weight of the fabricated vehicle with water, Foam Compound and all equipments should be less 
by 1000 kg. of the rated GVW of the chassis. 

2. Chassis 

2.1 The Water Bowser shall be fabricated on a suitable brand new Chassis having the specifications as 
mentioned below: 

Details of Chassis 
Wheel Base 
G.V.W. 

Power 

Emission Compliance 
Axle 
Drive 
Steering 
Braking 
Anti roll bar 

The bidder has to procure the 
the department. 

3. Fire Pump 

3.1 The fire pump shall be: 

• CE Marked (as per EN: 1028:2002) and all latest amendments and meeting NFPA 1901 requirements. 

• The pump shall centrifugal type and shall be rear mounted. 

Preferable Make: Fire-Fly (LP 1040) or equivalent models from Rosenbeur/Godiva. 

Pump Construction 

Fire pump complying EN 1028 and confirming to following features shall be mounted on the appliance. The 
pump shall be of Gun Metal construction and shall be mounted at the rear of the vehicle driven by vehicle engine 
through a power take off of suitable ratio to ensure maximum hydraulic efficiency of the pump. The pump shall be 
compact and of modular design having one 140mm suction with round threads as per IS 902 with a removable strainer 
and four 63mm deliveries as per IS 901 with instantaneous delivery coupling. The discharge manifold shall have inbuilt 


: Not less than 4800mm 

: Not less than 25000 Kg. 

: Not less than 250 bhp 

: BS IV 

: 6x4 

: Right Hand Drive 

: power steering 

: system with abs 

: should be provided. 

chassis and fabricate it to make it a Water Bowser as per the specification of 
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provision for monitor and tank filling piping. The pump shall be of front access design such that maintenance of 
important components like impeller, mechanical seal etc. can be carried out on vehicle without removing the pump and 
pump’s discharge side piping. The impeller shall be made up of gun metal and shall be dynamically balanced. The 
impeller shall be mounted on a stainless steel shaft. The pump shaft shall be held in heavy duty ball/roller bearings 
running in oil bath. The pump shall have a self-adjusting mechanical carbon seal. The pump shall be able to perform the 
following duties. 

(a) 4000 1pm @ 10 bar when tested at a suction lift of 3.0 mtrs. at NTP conditions. 

(b) Deep-lift test from 7 meter. 

The entire pump assembly with all its fittings and priming system shall be hydraulically tested at 21bar for not less 
than five minutes (All the above tests shall be carried out at pump manufacturer’s/ Fabricator’s facility). 
The pump shall be accompanied with following original test reports: 

• Hydrostatic test 

• Pump material test 

• Performance test 

The details of the pump such as its make and model, supported with catalogues/brochures/drawings etc. should be 
attached with the offer. 

4. Priming System 

A Heavy-Duty Fully-Automatic Reciprocating Priming System shall be fitted to the fire pump. The priming system 
shall be fully-automatic in action, insensitive to dirt and require no attention whatsoever from the pump operator other 
than throttling the engine once the pressure is achieved in the pump. Primer activation and deactivation shall be directly 
controlled by pump pressure. The priming system shall be twin piston reciprocating type and shall be capable of priming 
from a depth of 3 metres within 12 to 20 seconds. The primer shall be capable of lifting water at least 7.0 m (measured 
from water level to the centre of pump) in not more than 24 seconds when connected with 100 mm suction hose and 
36 seconds when connected with 140 mm suction hose. Arrangement shall be made to actuate the primer in MANUAL 
mode also. When operating in Manual mode primer should be engaged simply by pressing a single Button/ lever when 
it is needed. When operating in Auto mode, primer must be internally actuated and must automatically re-engage when 
pressure is lost. Priming system driven by any external belts/chain is not acceptable. The primer shall be preferably 
designed with a view to prime when the pump is running at speed of 1000 to 1500 rpm. 

Note :—Details of pump such as its make and model with full technical features, supported with catalogues, brochures, 

drawing etc. shall be attached with the offer. The drawing showing the pump performance curve shall be enclosed. 

5. Cooling System 

Indirect cooling system of open circuit type consisting of special heat exchanger will be provided to the vehicle 
to enable full power output to be maintained during pumping duty without overheating. 

Power Take Off (P.T.O.) Unit 

The PTO will be of heavy-duty capable of transmitting the full power of engine to the pump. The PTO unit will 
match the engine and pump characteristics, with suitable ratio. A separate lever in the main cabin will engage 
PTO. Engagement mechanism shall be pneumatic based, with a stand-by mechanical emergency over-ride lever provision. 
Necessary support for PTO units, propeller shaft couplings, universal joints etc. will be provided. There shall be locking 
device on manual PTO lever to prevent accidental engagement/disengagement. The propeller shaft for connecting the 
pump shall be dynamically balanced as per requirement of chassis manufacturer. The drive assembly component 
(shaft, couplings) will be dynamically balanced. PTO shall have the following features: 

> Automatic air-controlled self-locking gear shift mechanism using air power to shift from road to pump 
mode by actuation of single button. 

> Illuminated signal control indicators shall be provided in drivers cabin as well as on rear control panel 
to indicate shift gear-shift from road-to-pump mode and vice-versa. 

> Mechanical linkage assembly for PTO-Prime mover-Pump, shall be supplied by OEM of pump/PTO 
and shall be acceptable to (As per the standards of ) the chassis manufacturer. 

> 5 years warranty for P.T.O. and connecting drives shall be provided by the fabricator. 
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Acceptable Make : 

FIRE-FLY Fire Hawk Series or equivalent. 

Water tank: 


The water tank will be of 11500 litres capacity, fitted on the chassis so as to allow full flow of water to pump. 
All welded areas shall be smoothened by proper grinding. The design of the tank shall be such that the centre of gravity 
will be kept as low as possible. Tank will be cleaned and dried before painting. Tank will be given anticorrosive 
treatment from inside and outside after sand blasting. The water tank shall have the following parameters: 

Capacity — 11500 Litres 

Material of Construction — MS 

Bottom Plate Thickness — 6 mm 

Side Plate Thickness (Die Pressed Stiffened on Two Sides) — 5 mm 

Top Plate Thickness — 5 mm 

Baffles Thickness — 5 mm 

Numbers and size of Manhole — 3 x 450 mm 

Numbers and Size of Cleaning Hole (Bottom of Tank) — lx 250 mm 

Drain Pipe on Cleaning Hole — 50 mm 

Overflow Pipe Size — 50 mm 

Tank Filling Line Size — 80 mm 

Number of Tank Filling Connections — 2 x 63 mm 


Design and Plumbing: 

The water tank shall be designed to carry 11500 Litres of water. The tank shall be divided in to 3 compartments 
interconnected at bottom level and each compartment will be baffled in order to avoid surge when the vehicle is braking, 
accelerating and cornering. One inspection manhole each shall be provided on top of each compartment of the tank. Each 
manhole shall have a hinged cover so that the manhole will also act as a filling orifice. Suitable eyes 
(four Nos. of folding type lifting eyes) will be provided on the shell of the tank to enable it to be lifted off the vehicle 
for repairs when required. The bottom of the hooks will be further strengthened with flange type plates mounted on the 
top of the tank to avoid any damage to the tank during the process of lifting off the tank. 

A cleaning hole shall be provided at the bottom of the tank which will be fitted with a drain pipe and valve. 
The tank will be fitted with an overflow pipe taken down to a point well below the chassis that discharges the water away 
from the wheels. The overflow pipe shall be so designed and located to ensure that water will overflow through overflow 
pipe only while filling tank, but no water shall overflow through overflow pipe when appliance is in motion or 
negotiating up/ down gradient and/or brake is applied to the moving appliance. 

Provision for hydrant connection incorporating a strainer shall be provided for fdling the tank. A pipeline will be 
taken from the tank to the suction inlet of the pump incorporating a quick action butterfly valve. The tank will be 
connected with the pump in such a manner that pressurization of water tank or water tank to pump connection is avoided 
when pumping water from an outside source of supply. The water tank with its entire fitment shall withstand hydrostatic 
pressure of 0.3 kg/cm 2 . 


Primer Coating of surface for water tank 

Blast cleaned surface shall be coated with primer within 4 hours of sand blasting; steel may be given primer coat 
before and after fabrication. In either case, primer coat to a dry film of minimum thickness of 25 microns shall be 
applied. Touch up with primer shall be done again to welds, burnt and cut edges, after fabrication. The water tank shall 
be given two coats of epoxy treatment inside and outside which shall consist of two coats of primer with two coats of 
epoxy finish. 


Gaz. No. 36/2017/DTP (Stores Purchase). 
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Foam Tank 

A foam tank shall be installed. The tank should comply the following parameters. 


Capacity — 700 Litres 

Material of Construction — SS 304 

Bottom Plate Thickness — 3 mm 

Side Plate Thickness (Die Pressed Stiffened on Two Sides) — 3 mm 

Top Plate Thickness — 3 mm 

Number and Size of Filling Hole — lx 150 mm 

Size of Sludge Trap (Bottom of Tank) — 150 mm 

Drain Valve on Sludge Trap — 50 mm 

Tank Filling Line Size (Connected to Foam Transfer Pump) — 25 mm 

Tank to Inductor Line Size — 40 mm 

Design and Plumbing: 


Foam Tank shall be of rigid welded construction. Weld joints shall be minimized. Gas Tungsten Arc Welding 
(GTAW) with ER 304 electrode shall be used. The tank will have a filling orifice with a removable strainer fitted to it. 
The strainer will be of SS 304 and its total screening area will be adequate to permit quick filling of foam into the tank. 
The filler cap will be clearly marked ‘FOAM’ in Aluminium casting plate and cover to be painted in yellow. Tank shall 
be fitted with two Nos. of folding type lifting eyes. The tank will have its top dished funnelling arrangement provided to 
enable easy filling from 20 litres drums. Suitable sharp-edged tin opener will also be provided at the foam tank-filling 
mount for puncturing the foam compound drum for facilitating quick filling of the foam compound directly from the 
drums into the tank. The design of the tank will incorporate a sludge trap fitted with a drain valve. The foam compound 
draw-off will be positioned in the centre of the sump in such a manner that foreign matter or sludge does not clog the 
system. Strainer of SS304 of suitable mesh size and adequate straining area shall be provided. A simple automatic 
venting device shall be installed on foam tank (not to be installed on the filling cap) to provide venting when the foam 
is being drawn out of tank or the tank is being filled. The draw-off tube shall, be connected to the foam compound 
proportioner/inductor (round the pump type) be as short as possible; be capable of being easily dismantled for internal 
cleaning; be provided with means of thorough flushing after use; and shall not form ‘U’ bend or abrupt angle at any 
portion and be capable of being drained easily without dismantling. A manual rotary transfer pump shall be provided for 
transferring foam compound from drums to the foam compound tank without causing any frothing in the tank. 
Arrangement shall be provided to connect this pump through a tube to the tank filling line. Provision will also be made 
for drawing foam compound into the foam producing system from an external source through a pickup tube while 
producing foam. 

Foam Proportioning System (Round the Pump) 

Around-the-pump foam proportioning system with foam induction device duly calibrated for 1%, 3% and 6% will 
be provided near the pump. Auxiliary foam induction arrangement shall also be provided. The system shall be mounted 
directly on the suction tube and volute of the pump in a compact and self contained manner thereby eliminating any 
excessive piping/plumbing work to accommodate a foam inductor. The assembly shall be easier to operate and accurate 
proportions of foam shall be induced in the pump suction. The system shall be suitable for all commercially available 
Protein, Fluroprotein, FFFP and AFFF foam compounds. The assembly shall be made up from Gun Metal and should 
have a stainless steel venturi. A control knob controls the induction rate which shall be suitable for foam induction of 
1%, 3% and 6%. This shall be a purely manual system, which allows the operator full control of the water/foam mix 
ratio. The system shall be operated satisfactorily at a main pump pressure from 5 to 15 bar. The system should be with 
minimum no. of moving parts thereby making it highly reliable. In addition to this, there shall be ‘OFF’ position so as 
to use the equipment as water tender. 

Preferable Make: 

Fire-Fly (Endura Series) RTP 120 or equivalent. 
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Tank Mounting System & Tank Level Indicators 
Sub-frame & Mounting System: 

The water and foam tanks will be mounted on the vehicle on sub-frame metacone mountings. This sub-frame will 
be made from anti-corrosive treated MS 4” section and will be bolted with the chassis using the high tensile bolts. ‘U’ 
Bolts shall not be used for mounting of tanks on vehicle. The metacone mountings shall facilitate to absorb the jerks 
and bending torsions in expansion as well as compression mode without high deflection. The manufacturer shall provide 
complete design data of mountings and sub-frame including the load calculations and quantity sufficiency for approval 
before starting fabrication. Tank will be mounted on the chassis in a manner keeping in view the proper load distribution 
on the axles. Load distribution chart and detailed drawing from the competent authority shall be submitted for obtaining 
approval from the department, before commencing fabrication. The baffles will be arranged in a manner to facilitate easy 
cleaning of the tanks. The tank will be mounted on two/three cross bearers to counteract stresses caused by chassis 
flexing. The centre of gravity shall be maintained as low as possible. 

Miscellaneous: 

A water level indicator will be provided near the control panel. The level indicator calibrated on full, %, Vi, V*, 
and empty shall be of the graduated glass tube, clear acrylic or electronic type. In case of the graduated glass tube or the 
clear acrylic type, means will be provided to isolate the same from the tank for maintenance as well as to extend the 
life of the tubes. 

11. Water-Foam Monitors 

A water-foam monitor with the following features shall be mounted on the roof top of the vehicle in a suitable 
location. The monitor shall be of durable light weight construction and shall be corrosion free. All movements of the 
monitor shall be controlled electrically with the help of motors and shall be with manual over ride provision. Hand 
wheel shall be provided for manual operation. The control of the electrical monitor shall be provided in the driver’s 
cabin as well as near the pump panel on the rear of the vehicle. 

Flow rate : Not less than 2580 1pm @ 7 bar 

Throw range (Water): 60m 

Throw range (Foam): 50m 

Horizontal swivel range: Not less than 270° 

Vertical swivel range : -20° through + 70° mechanical; electrically preset to -15° through + 65° 

Jet type : Full solid jet to Spray. 

Preferable Make : Rosenbauer/Akron Brass or Equivalent 

12. Water-Foam Piping 

All piping and plumbing will be designed to have minimum pressure drop and achieve the required pressure and 
flow at various locations. All pipe fitting and valves (except butterfly valves) will be of SS 304. All piping will be 
designed and hydraulically tested for 50% over the max. pressure encountered in the pipe. However in no case the lines 
will be hydraulically tested below 21 Kg/cm 2 . The piping will be flanged as far as possible for ease of maintenance. All 
lines will be having suitably supported so as to provide rigidity and to avoid vibration. All bolting will be of SS 304. The 
draw off pipe will be provided in such a manner and in such a position that sludge does not pass onto foam piping. 

BODY WORK AND STOWAGE 


Body Fabrication: 

Timber shall not be used for body construction 

Cross members shall be of GI rolled channels of size 75 x 40 mm duty bolted to main chassis frame with tensile 
bolts with nylock nuts. The entire structure should be framed from 2mm thick GI 32 x 32 mm square tube/ formed 
section and locker sections with duly gusseted joints, to ensure a strong and rigid structure. The inner locker structure 
should be out of 30mm x 3 mm GI rolled angles duly gusseted and strengthened for sturdiness. No. M.S Sheets should 
be used for either body paneling or in the lockers. ‘Sunk-in’ Semi - circular steps should be provided in chequered pate 
below the front bumper. 
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Aluminium sheet of 1.6 mm (16 gauge) shall be used for exterior paneling work all over. For the inner walls of 
lockers 1.25 mm(18 gauge) Aluminium chequered plate and for the floor of the lockers Aluminium chequered plate of 
2.5mm thickness shall be used. The exterior paneling on top of the tank shall be made of 2.5 mm thick Aluminium 
chequered plate with sufficient reinforcement. 

Driver cum crew cabin: 

The cabin shall be comfortable for 6 men including driver and shall have retractable seat belts for each person 
and be with foam cushions and shall be upholstered with Rexene. Four doors of suitable size should be provided. The 
cabin structure shall be modified only as per guidelines laid down by the chassis manufacturer. The complete cabin shall 
be duly treated for corrosion resistance by two pack epoxy treatment. 

Adequate lighting shall be provided in the crew cab. Grab rails and Necessary number of non-slip steps shall be 
provided wherever necessary for easy ascending and descending from the cabin. Necessary grab handles shall be 
provided on the crew cabin for the passengers to hold, while the vehicle is in motion. 

The doors of the cabin will be fitted with safety glasses. Removable wire nets shall be provided for the front and 
window glasses. 

Interiors of the cabin 

The entire floor of the crew cabin shall be provided with a good quality anti skid type vinyl matting. A First aid 
box shall be provided in the cabin. Drain holes shall be provided preferably at the bottom of the crew cabin. 

Other Works: 

Guards shall be provided for propeller shafts. 

Suitable brackets should be provided on top of the tank for the spare wheel. 

Drag Hook or Eye of adequate strength and design will be provided at the rear and front of chassis. 

The driver will be provided with large size rear view mirrors on both sides of the cab and convex round mirrors 
for overall view of the vehicle from top to bottom and left to right. 

No modification/connection shall be made in compressed air passage lines of the vehicle for any tapping of air. 
For any such requirement the free port of the DD unit of the compressed air system shall be made use of. 

A fire bell of 250 mm diameter shall be provided on the rear left hand side of the cabin (above firemen seat) and 
arrangements shall be so made to enable the fireman to ring the bell from inside the cabin. 

Lockers 

Suitable lockers shall be provided for stowage of equipments and accessories listed in this specification. 
Sufficient numbers of lockers shall be provided to accommodate all the equipment/accessories in an easily accessible 
manner. The height of the lockers from the bottom to the top of the opening shall be not less than 600 mm and the 
depth shall be not less than 600 mm. All lockers shall be provided with internal automatic lighting arrangement with the 
master switch in the cab. All lockers above chassis floor and the rear side of the appliance shall be covered with 
aluminium roller shutters. 

Roller Shutters: 

Roller shutter shall be provided for the lockers for easy operation and for rear side of the vehicle to provide full 
protection for the pump. Ziegler, MCD or Rosenbauer make Roller-shutters covering the equipment lockers and rear 
side shall be installed on the appliance. These shutters shall be rolled inwards underneath the roof giving unobstructed 
access to the equipment lockers and the equipment/accessories fitted in the vehicle. Roller shutters shall be made of 
hollow rectangular shaped aluminum links which will be inter connected with the help of plastic/rubber profdes, sealing 
the roller shutter watertight when closed. Roller shutters shall be durable, maintenance free, weather and corrosion 
resistant and capable of opening in every position of the vehicle even in rough terrain and on slopes. The sections of the 
shutter shall be powder-coated/anodized to a smooth finish and aesthetic look. Guide rails should support the shutters 
over the entire length on both sides and make them torsion free. The shutters shall have a sturdy locking mechanism 
which will prevent accidental opening during movement of the vehicle. The complete shutter assembly, the side, bottom 
and main profiles as well as the locking system shall be from the shutter manufacturer only. The shutter doors shall be 
equipped with electro-magnetic switch on the door tracks to provide automatic switch on/off of compartment lights. 
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Stowage of Equipment: 

For all water fittings like branch pipes etc. quick release type couplings or snap clamps of spring steel 
(as per the manufacturers standards) shall be provided. The fittings shall ensure that none of the items damage internal 
panelling. Suitable straps, brackets, etc. will be provided for all other items. 

Electrical System: 

All important electrical circuit shall have separate fuses suitably indicated and shall be grouped into a common 
fuse box located in an accessible position in Driver’s cab and fitted with means for carrying spare fuses. The wiring 
should be double pole and should not be exposed to the atmosphere. Conduits should be used wherever necessary. 
All equipment lockers should have individual lights which will automatically switch ON when the shutter is opened (which 
will be fully LED based) and these should be operated by means of a master switch on the dash board in the Driver’s 
cabin. 


The switch of the light/siren should be provided on the dash board. 

Other Electricals 

Two fog lamps and two spot lights shall be installed in the front on an extra pipe. Blinker type traffic indicators 
provided by the OEM shall be maintained in the vehicle after fabrication. Protective wire net shall be provided for all 
lights and indicators. Reversing lights on either side should be fixed suitably at the rear of the appliance with wire mesh 
in such a manner to prevent accidental damage by the fireman while mounting the tank top. 

A spot light not less than 30W (LED) power shall be provided at the rear portion of appliance near the pump 

which can be rotated horizontally by 180°. Two-tone hooter cum P.A. System having 25 watt capacity with speaker, 

LED Light bar with red, blue and white flasher lights of minimum 75-100 watts and not less than 1000 mm in length 
shall be mounted on the cabin roof with amplifier in the cabin. 

One pair of additional electric horn shall be provided. 

Reverse gear and indicator buzzers shall be provided. 

L.E.D Mini Light bar (Flasher) shall be provided on both sides at the top (3 Nos. each on both side). They shall 
be fitted integrally to the body. 

Rear of the appliance: 

The entire rear portion other than the foot board shall be covered with 2.0 mm aluminium chequered plate and the 
foot board shall be covered with 2.5 mm aluminium chequered plate. A small ladder fabricated out of 

1" dia. 2 mm thick M. S. tubular pipe shall be provided and fitted at the rear of the vehicle to climb on the top of the 

vehicle. An adequately illuminated control panel shall be provided near the pump in a suitable place easily accessible to 
operator for operating different controls. 

The control panel on the rear should have following arrangements. 

1. Throttle Control for engine. 

2. Compound gauge. 

3. Pressure gauge. 

4. Primer control. 

5. Cooling water valve. 

6. Tube type level indicator showing level of water in the tank. 

7. Suitable panel lights and all other required items. 

The main pump, and the pump control panel shall be covered with Rolling Shutter at the rear of the appliances. 

Rear View Camera: 

Rear view camera shall be provided for the vehicle with 7 inch LCD screen within the cabin. The camera shall 
have minimum 120° field of vision with a 1/3 inch image sensor. 

GPS and Navigation System 

GPS system shall be provided for the vehicles to locate the vehicles. 

Navigation system with full Kerala locations (Cities, Towns and Villages) shall be provided. 


Gaz. No. 36/2017/DTP (Stores Purchase). 
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Ladder and ladder gallows 

Ladder Gallows: A 10.5m aluminium double extension trussed type ladder shall be supplied along with the 
fabricated vehicle and ladder gallows shall be provided with rollers for carrying the same. Means shall be provided for 
locking the ladder when it is stowed. 

Workmanship and material 

Workmanship executed shall be of the highest order. All rivet and bolt holes shall have a coat of approved paint 
on both surfaces before riveting or bolting or welding. All steel screws, bolts, nuts, rivets etc. shall be zinc coated or 
shall have rust proof coats by a recognized process. The roof joints shall be subjected to rigid water test at vendor’s 
workshop in presence of purchaser’s representatives. All directions and instructions given at any stage of fabrication by 
the purchaser/representative for quality and workmanship on all points related to the fabrication shall be executed. All the 
material used in the fabrication of the body work shall be of good quality. All equipment and material shall comply with 
the requirements of the latest relevant IS specifications as applicable. 

Painting 

The crew cabin shall be painted cream. Necessary anti corrosion and primer coat in pink colour shall be applied 
before painting. The body shall be painted fire red in colour conforming to shade No.536 of IS 5: 2007. The paint shall 
conform to IS 2932:2003. The whole vehicle shall be painted internally and externally with one coat of zinc chromate 
and an under coat, two finishing coats and clear coat. Phosphating and painting of the chassis shall be carried out to 
withstand Seasonal climate effects. The words “KERALA FIRE & RESCUE SERVICES” shall be painted in letters of 
10 cm height on one side of the body of vehicle in golden yellow colour paint. Same text in “Malayalam Font” shall be 
painted over the other side in same manner. The name of the department “KERALA FIRE & RESCUE SERVICES” in 
form of sticker in fluorescent red letter in yellow background shall be affixed on the top of the front wind screen glass. 

Emblem of the department shall be affixed on either side of the cabin front 

Door (Model shall be provided by the department) ‘Dial 101’ shall be written on all the four sides of the vehicle 
on yellow background in black letters. 

Accessories: The following accessories shall be supplied along with each vehicle. 


SI. No. 

Particulars of Accessories 

Qty- 

(1) 

(2) 

(3) 

1 

Heavy duty plastic DUTRON or equivalent suction hoses of 140 mm dia in 

2.5m. coupled with round threaded gunmetal couplings 

4 Nos. 

2 

Suction Metal Strainer 140 mm 

1 No. 

3 

Basket Strainer 

1 No. 

4 

Suction Wrenches (universal type) 

1 Pair 

5 

Delivery Hose 

It shall be non-percolating and synthetic type B. Minimum length shall be 15m 
(2'A” size). Shall be provided with instantaneous male and female couplings of 
size 2!4" (brass). Size of the hose should be 2 !4". Delivery Hose should comply 
with latest IS-636. 

15 Nos. 

6 

Standard Brach pipe with 19mm Nozzle (Gun metal) 

2 Nos. 

7 

Foam Making Brach FB 2 with Pick up tube 

1 No. 

8 

Portable fire extinguisher, ABC Type, 6 kgs capacity, ISI marked 

2 Nos. 

9 

Portable fire extinguisher, C02 type, 4.5kgs capacity BIS marked 

2 Nos. 

10 

Poly Propylene rope 25mm dia, 50m with ends spliced. 

1 No. 

11 

Poly Propylene rope 20mm dia, 30m with ends spliced. 

1 No. 

12 

Shears/Bolt cutter—(28" and 36" each) The machine shall be brand new and of 
reputed make/Everest/Jhalany/Taparia 

1 No. each 
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(1) 

(2) 

(3) 


13 

Sledge hammers of 2.5 kgs. and 5 kgs. 

1 each 

14 

Crowbar 20 mm. dia. of 1.5 meter 

1 No. 

15 

Crowbar 25 mm. dia. of 2.0 meters 

1 No. 

16 

Axe-large 

1 No. 

17 

Door breaker 

1 No. 

18 

Fire hook 

2 Nos. 

19 

Tool kit 

1 Set. 

20 

Grease gun 

1 No. 

21 

Multi Purpose Nozzle 

1 No. 


Should be Dual shut-off type for combination of penetrating solid bore and fog pattern 
with pistol Grip, Shut-Off Bale Handle and Spinning teeth 

Material of construction: 

Pyrolite material for body and swivel 

Zytel material for Bale handle and Celcon Shut-off balls. 

The device should be so designed to minimise the jet reaction. 

Weight Approx. 4kg 

Max Flow: 5101pm @ 7bar/100psi 

Should operate efficiently at pressure of 50psi to lOOpsi 

Size of water inlet should be 63 mm. 

Should meet NFPA 1964 standard. 

Should have 10 year manufacturer standard warranty 

Preferable Make—AKRON 1525ZT or equivalent. 


Inspection & Acceptance tests: 

The following stage inspection and acceptance test shall be given to the complete satisfaction of the owner. 

Vendor shall ensure that design of tender will not affect chassis parameters such as speed, turning circle, 
acceleration etc. 

First Stage 

Structural work and Measurements, Structural framework, panelling not started. Materials for panelling ready for 
measuring. 

Second Stage 

Panelling work, Tank ready not mounted (for hydraulic pressure testing), Pump ready not mounted (for hydraulic 
pressure testing), platform of water tank, pump and PTO ready for mounting. All the piping shall be subjected to 
hydraulic test pressure of 21 Kg/cm 2 for a period of min 10 minutes. The pump casing shall be subjected to a hydraulic 
test pressure of a minimum 21 Kg/cm 2 . Tank shall be hydro tested at a minimum pressure of 0.3 bar for a period of one 
hour before mounting on the vehicle. 
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Final Stage 
Stability: 

Stability of appliance will be such that when fully equipped & laden, if the surface on which the appliance 
stands is tilted to either side at an angle of 27° from horizontal it will not overturn. 

Gradient: 

The vehicle will be tested on a gradient test ramp at an angle of 1: 4 as per BIS. 

Endurance Test: 

The pump will be tested for a continuous period of four hours nonstop & the water will not be replenished 
during this test & the engine will not show signs of overheating. The testing charges for the same shall be borne by the 
vendor. 

Priming/Deep Lifting Test: 

The priming shall be tested as per the latest standards & the system shall be subjected to a test at a suction 
depth of 7 Mtrs. 

The priming should be achieved in less than 24 seconds. 

Articulation Test: 

The vehicles shall be tested for articulation and shall not show any signs of stress during this test. The clearance 
in the wheel wells shall be checked for tolerances. 

Road Test: 

After completion of all the above mentioned tests, a road test shall be carried out where the vehicle shall be 
tested for its performance. 

The braking, acceleration & top speed tests shall be checked & recorded by the 
inspecting officers. 

Specifications and Drawings: 

Considering the detailed Specifications, the Auto CAD drawings (both the Hard Copy as well as Soft Copy in pdf 
shall be included) should be submitted by the Vendor. The Director General, Kerala Fire & Rescue Services or his 
representatives may suggest modifications to the drawings. However, modified drawing should be submitted by the 
Vendor within 3 days from the suggestion/discussion. The Bidder shall start the work only after getting the drawings 
approved by The Director General, Kerala Fire & Rescue Services. The CAD drawings should clearly illustrate the detail. 
Two sets of complete and final CAD Drawings (both the Hard Copy as well as Soft Copy shall be included), in respect 
of fabrication, stowage arrangements, fittings, electric circuit arrangement etc. shall be supplied at the time of delivery 
of the appliance. These drawing shall be supplied free of charge. 

Instruction Book: 

A detailed instruction book for the guidance of the user shall be prepared and supplied. It shall contain the details 
of operation, maintenance and proper use of the vehicle, all the appliances and equipment. 

Acceptance: 

The fully fabricated vehicle with all equipment and accessories shall be delivered at Fire & Rescue Services 
Headquarters, Thiruvananthapuram Free on road. The delivered vehicle will be inspected by a board of officers for the 
general functioning of vehicle and associated equipment and accessories. The vehicle shall be accepted by the 
Department based on this report. 
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1. Essential documents to be 
submitted along with the tender 

2. Period of delivery 

3. F.O.R. 


Conditions 

Pamphlets, Photograph, Drawings, CD etc. 

Within 120 days from receipt of supply order. 
Thiruvananthapuram. 


4. Payment 


5. Warranty 

6. Other Special Conditions: 


Payment for Chassis: Full payment for chassis against bank guarantee 
as per KFRS format for equivalent value and this shall be payable 
against copy of invoice for chassis from chassis manufacturer certified 
by the successful bidder and after verification and certification of 
readiness of chassis by officials of KFRS. Balance payment 
against delivery of water bowser at Thiruvananthapuram and 
acceptance by an acceptance committee of KFRS. 

A Warranty of 36 months for fabrication and accessories from the 
date of acceptance. 


1. As the Water bowser is a composite item, both procurement of chassis and fabrication of chasiss shall be 
done by the fabricator and all bidders have to quote for both items. L-l bidder shall be decided 
on overall basis. 

A warranty of 36 months for fabrication and accessories from the date of acceptance of the item by the 
Department shall be provided by the fabricator. 

2. EMD—1% of PAC in online payment. 

3. Security Deposit—5% of total contract amount to be furnished as mentioned in the notice inviting 
e-Tender, which will be released after the expiry of the warranty period. 

4. Any firm whose Proprietor, Partner or Director is involved in a Vigilance Case has been charge sheeted 
and pending trial at court in connection with fabrication/ supply of similar product made earlier to this 
Department/Kerala Government are not eligible to participate and shall be barred from participating 
in this tender. 

5. The tenderers should produce latest solvency certificate of ' 5 Crores or more and should have an 
average annual turnover of " 3 Crores for the last 3 years. 

6. The bidder should have sufficient previous experience (minimum 7 years) in fabricating Fire fighting 
vehicles (Atleast 15 water tenders/Water Bowser should have been fabricated by the bidder during the last 
three years). The copies of supply order for fabricating Fire fighting vehicles placed by States, Union 
Territories and Public Sector Undertakings during the calendar year 2014, 2015 & 2016 should be 
produced in support. 

7. On receipt of the supply order the tenderer should provide Insurance cover for the Kerala Govt. 
Property for an amount equal to the cost of total number of chassis for fire and theft. 

8. The chassis shall be purchased by the bidder and registered in the name of the Director 
General, Kerala Fire and Rescue Services. Renewal of temporary registration processes shall be 
performed by the fabricator at their own expense. A valid Temporary Registration Certificate (T. P.) shall 
be produced before the department at the time of delivery. 

9. The load distribution chart and detailed drawing from the competent authority shall be submitted and got 
approved from the department by the fabricator, before commencing the fabrication. 

10. If the supplier is not in a position to repair the equipment or accessories provided in the vehicle, they 
shall arrange for total replacement of that particular item, as the case may be up to a period of 3 years 
from the date of acceptance of the vehicle by the department at Thiruvananthapuram. 

11. The vendor shall be responsible for the maintenance of the Water Bowser for any defects or damages to 
vehicle due to bad workmanship or of any inferior material, accessories, apparatuses etc. 

12. The vendor should provide service assistance and supply of spare parts for a period of minimum 5 years 
after the expiry of warranty period, within 30 days since any complaint is reported to the vendor. 


Gaz. No. 36/2017/DTP (Stores Purchase). 
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13. Anybody attempting to offer bribe or otherwise influence in any manner the officials of the Kerala Fire 
and Rescue Services or its supervisory levels in the Government will be disqualified. 

14. The chassis shall be collected by the vendor Chassis supplier Location. Final Registration of the vehicle 
will be arranged by KFRS after the completed vehicle is delivered to the KFRS. The vendor shall take 
temporary registration of completed vehicle & submit all relevant documents to the KFRS for final 
registration. 

15. Bank Guarantee shall be valid for a period till chassis with complete fabrication is 
delivered to the KFRS. In case the delivery of vehicle is delayed beyond the delivery schedule, the vendor 
shall extend the Bank Guarantee for entire period till vehicle is delivered at KFRS site. 

16. After purchasing the chassis by the vendor and till such time the completed equipment is delivered to the 
KFRS, it shall be the vendor’s responsibility to protect the chassis from damage, accident, pilferage etc. 

17. Any damage/shortfall shall be made corrected by the vendor at no extra cost to KFRS. After receiving 
chassis from the KFRS, and during the period of fabrication of Water bowser, vendor shall arrange to 
carry out all periodical services as recommended by the Chassis Manufacturer at its fabrication site. 

18. Any modification like Welding, drilling etc. on framework of chassis should be done as per the guidelines 
given by the chassis manufacturer. The vendor should submit load distribution chart on axles before 
starting the fabrication. All axels should be loaded within the maximum permissible pay load specified by 
the chassis manufacturer. 

19. Any restriction on performance of chassis, observed during/after execution of order shall have to be 
rectified by vendor in consultation with KFRS and chassis manufacturer. Such corrections shall be at 
no extra cost to KFRS. The vendor shall be responsible for supplying all equipment/accessories and 
properly fixing them on the chassis as described in the specification. Other details and requirements which 
are not covered under the specification, but may be necessary to complete the Water bowser 
and/or to fulfil the operation/ performance requirement shall be provided by the vendor, who 
shall be responsible for the designing, engineering and construction of the complete appliance to the full 
satisfaction of the KFRS. Before finalization of design, the same needs to be approved by KFRS. 

20. At the end of complete fabrication of Water bowser, the vehicle with fully laden conditions shall be 
checked and certified by vendor for correct load distribution on individual axle. The actual individual load 
on axle shall not exceed the allowable limit specified by chassis manufacturer or regulating authority, 
whichever is lower. Chassis supplier shall be called at the vendors’ site to verify the correct load 
distribution & fabrication of vehicle as per guidelines of chassis supplier. 

( 2 ) 

No. Ml-7026/2017. 10th August 2017. 

e-Tenders in two cover system are invited from competent manufacturers or their authorised dealers with adequate 
stock and spares and repair capabilities for the supply of 10 Numbers of Breathing Air Compressor as per the 
specifications of this Department. The tender is to be submitted as e-tenders through https://etenders.kerala.gov.in. 
Since this is an e-tender, only those bidders who have enrolled in the above portal with their own Digital Signature 
Certificate (DSC) can participate in the tender. 

e-Tender document and other details can be obtained from the above e-portal. 

The tender has two parts. 

1. Technical Bid. 

2. Financial Bid (BOQ). 

Tender No. with PAC—KFRS - e-Tender No. 03/2017-18/SN—' 70 Lakhs. 

EMD—1% of PAC in online payment. 

Cost of e-Tender (online submission)—' 10,500 + GST @ 18%. 

Date of pre bid meeting—26-8-2017, 2 p. m. 

Closing date and time of e-Tender—14-9-2017, 4 p. m. 
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Last date and time of receipt of e-Tender—14-9-2017, 4 p. m. 

Date of presentation—20-9-2017, 11.00 a. m. 

Date and time of opening of e-Tender: 

1. Technical Bid—18-9-2017, 11 a. m. 

2. Financial Bid—22-9-2017, 11 a. m. 

Date upto which the rates are to remain firm for acceptance—31-3-2018. 

Security Deposit—5% of total contract amount inclusive of EMD, to be furnished as bank guarantee of a 
scheduled bank. 

Period of supply—Within 90 days of receipt of supply order. 

The bidder desiring to take part in the bid shall log into https://etenders.kerala.gov.in and then select tender and 
make the payment. Bidders will be directed to the payment gateway page of the State Bank of Travancore. There are two 
options-State Bank of Travancore SBT Net banking payment, payment through NEFT from other banks to the payment 
gateway of SBT. 

For obtaining digital signature certificate (DSC) and necessary portal enrollment bidders can visit the website 
https://etenders.kerala.gov.in. 

Tenders will be opened online in the presence of such tenderers or their authorized representatives who have 
logged in before the prescribed time of opening of technical & financial bids. If the date fixed for opening happens to 
be a holiday/due to internet failutre, the tenders will be opened in the next working day, at the same time. 

The tenderer, or his representative, shall be physically present at the Fire and Rescue Services Headquarters on 
the date prescribed, with necessary documents and presentations on all the technical aspects of the equipment and 
accessories for the total understanding and verification of the technical committee. 

The price of the e-tender form shall be received only through online payment SBT/SBT NEFT. 

The cost should be quoted in Indian currency only. 

The tender has two covers. 

• Technical cover 

• Financial cover 

The first cover i.e., the technical cover shall be uploaded with the following documents. 

1. Scanned copy of Departmental Technical Specification of the product intended to supply duly signed and 
stamped by the bidder. 

The Bidder should sign, stamp and upload the Departmental Technical Specification as such, along with the tender. 
Uploading the Duly signed and stamped Departmental Technical Specification will be treated as the applicant is ready to 
supply the product as per the Departmental Technical Specification without any deviation. 

In case of any deviation from the Departmental Technical Specification, the bidder shall fill and upload 
specification compliance statement in the following proforma, clearly marking the details of deviation. The committee 
will check the admissibility of the deviation mentioned by the bidder and the tender will be admitted only if the deviation 
proposed by the bidder is acceptable for the Departmental Technical Committee. Deviations, if any, shall be strictly 
marked in the Specification Compliance Statement itself. If the applicant uploaded the Specification Compliance 
Statement and no marking is made in the column provided for marking deviation in the statement, it will be treated as 
the applicant is ready to supply the product as per the Departmental Technical Specification without any deviation. 
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Specification Compliance Statement for Breathing Air Compressor 


SI. 

No. 

Details of Departmental 
Technical Specification 

Details of the product offered 

Deviation from Departmental 
Technical Specification, if any 










2. Scanned copy of the agreement in the prescribed format in Kerala Stamp Paper worth ' 200. 


3. Brochure of the product intended to supply. 

4. Work experience certificate O.E.M. Authorisation Letter and other relevant details. 

5. Scanned copies of the declaration by the bidder on Kerala Stamp Paper worth ' 200 to the effect that no 
Vigilance Case has been charge sheeted and pending trial at Court against him/his partener/s or any of his 
directors in connection with fabrication/supply of similar product made earlier to this Department. 

I,. (Name, Address, firm), do hereby declare that no Vigilance Case have been charge sheeted and 

pending trial at court against me, any of my partner/s or any of my directors, in connection with fabrication/ 

supply of similar product made earlier to Kerala Fire and Rescue Services Department/Government of Kerala and 

none of us or our firm is blacklisted by any Government agencies/PSUs in Kerala. 

Pre bid meeting 

A pre bid meeting will be held at Fire and Rescue Services Headquarters, Thiruvananthapuram on the date and 
time as mentioned above. Bidders can participate in the pre bid meeting and clarify their doubts, if any. They can clarify 
their doubts by sending an e-mail to hq.frs@kerala.gov.in and by contacting. The Divisional Officer, Fire and Rescue 
Services, Thiruvananthapuram in Phone Number-09497920103. 

Tender Opening and evaluation 

(a) Soon after the opening of the tender, the tenderers are requested to come to the Fire and Rescue Services 
Headquarters with documents and presentations on all the technical aspects of the equipment and accessories for the full 
understanding of the Head Office Purchase Committee (Technical), on the date specified. 

(b) There will not be any further communications about the opening of the technical and financial bids separately. 
Soon on opening the technical bid of e-tenders the committee constituted to evaluate the technical aspects, will meet 
and scrutinize the technical specification of equipment submitted with the e-tender. 

(c) During evaluation, the tenders will be first evaluated for the compliance of Departmental Technical 
Specification. Only those tenders which comply the Departmental Technical Specifications will be considered for 
subsequent financial evaluation. 

(d) The financial bid belonging to those dealers/suppliers who qualified in the technical bid of the equipment as 
required above by Kerala Fire & Rescue Services Department alone will be considered. 

(e) On finalization of technical evaluation, the second cover i.e. the financial bid of the concerned competent 
firm will be evaluated by the Head Office Committee (Finance) for consideration. 

The bidder should upload all the supporting documents along with the Technical cover 

(f) The originals of Technical specification compliance statement of the product, agreement in Kerala Stamp 
Paper worth ' 200, the declaration on Kerala Stamp Paper worth ' 200 and Brouchers/Photograph of the item intended 
to supply O.E.M. Authorisation Letter, and other documents shall be produced before the undersigned soon after the 
financial Bid opening. 

(g) After opening the financial bid, financial evaluation will be done and the details will be uploaded in the 
financial evaluation field of the e-tender site, only after consultation with the DPC. The decision of the DPC will be 
final on the admissibility of the tender and thereafter awarding of the contract. 

(h) The right of acceptance or rejection of e-tender or cancelling the tender without assiging any reason, 
at any stage of tendering, is solemnly vested with the Director General, Kerala Fire and Rescue Services or a 
committee appointed by him. 

The rules and regulations prescribed for e-tenders by the Government of Kerala/Store Purchase Manual, 
Government of Kerala shall be applicable to this e-tender also. If any tenderer wants any clarification on any aspect of 
the tender he/she can send email to dt.frs@kerala.gov.in or Fax to 0471-2337422. 
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Details with respect to the e-tender and the details of specifications of the item to be purchased can be obtained 
from the e-tender website https//etenders. kerala.gov.in. 

Any legal dispute that may arise in relation to the e-tender formalities will be restricted to the jurisdiction of 
Thiruvananthapuram District Court. 

Specification for Breathing Air Compressor 

Technical Specifications 

The compressor should be portable, high pressure, air cooled breathing air compressor, used for refilling/ 
re-charging of air cylinders (SCBA sets, SCUBA and water mist systems) at a pressure of 200 & 300 bar. 
The compressor will be a multi-stage unit with free air delivery. The Compressor should have stainless steel/aluminum 
frame and carrying handles. The compressor should be provided with air intake filter, inter coolers, after cooler and 
pressure safety valves, auto stop, automatic condensate drains and switch board. 

Detailed specifications will be as follows. 


• Free Air Delivery 

: Not less than 225 Liters per Minute 

• Filling Pressure 

: 300 & 200 Bar 

• Prime Mover 

: 3 Phase Electric Motor 

• Power 

: Not less than 5 Hp 

• Filling Connection 

: 1. One metre (min.) long hose with filling adapter for 300 bar 


2. One metre (min.) long hose with filling adapter for 200 bar (DIN type) 

• Dry weight 

: Below 130 Kg. 

• Safety Valves 

: Interstages and final stage 

Compressor System 



The compressor will be a multi stage air-cooled high pressure compressor with inter cooler between stages and 
after-cooler after final stage, safety valve etc. The air should be sucked in via a suction filter to remove dust particles 
in air and then it should be compressed in the compressor. After compression the moisture should be separated and air 
should be filtered in the main filter cartridge to remove all impurities to make it suitable for breathing. 

Tool Kit/Oil & Instructions 

Necessary tool kit for compressor along with first fill of oil and operating manual should be supplied with each 
compressor. Additional 6 litres of lubricating oil, 3 suction filter elements and 3 main filter cartridge for each 
compressor should be provided by Supplier. 

Approvals 

Compressor manufacturer/supplier should be an ISO 9001 certified company. 

Air quality should be as per EN 12021 or equivalent breathing air quality standards. 

CE certification shall also be produced. Certificate shall be submitted with the offer and at the time of supply. 

Warranty 

Compressor should be supplied with warranty of 24 months from date of commissioning. 

Commissioning Support 

The supplier should provide free commissioning at site and should train the operators on use and operation of the 
compressor, trouble shooting and normal maintenance of the compressor. 

Gaz. No. 36/2017/DTP (Stores Purchase). 
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Conditions 


1. Whether samples are essential 

: Pamphlets, Photograph Drawings CD etc. should be forwarded along 
with the Tender. 

2. Period with in which goods 
should be delivered 

: Within 90 days from receipt of supply order. 

3. Rates should be quoted 
including all taxes and 
transportation charge 
and rate of AMC. 

: F.O.R. Thiruvananthapuram. 

4. Payment 

: 100% payment against delivery at Thiruvananthapuram and 

acceptance by an acceptance committee 

5. Other special conditions 

: 1 . 

A Warranty of 24 months from the date of delivery of the item. 


2. 

EMD 1% of PAC in online payment. 


3. 

Security deposit 5% of total contract amount to be furnished as 
mentioned in the Notice inviting e-Tender, which will be released 
after the expiry of the warrantee period. 


4. 

Any firm whose proprietor, Partner or Director is involved in a 
Vigilance Case has been charge sheeted and pending trial at court in 
connection with fabrication/supply of similar product made earlier 
to this department/Kerala Government are not eligible to participate 
and shall be barred from participating in this tender. 


5. 

Anybody attempting to offer bribe or otherwise influence in any 
manner the officials of the Kerala Fire and Rescue Services or its 
supervisory levels in the Government will be this qualified. 


6. 

Full stock/spares and technicians shall be available in India and 
service should be available for any repair or maintenance within 48 
hours of a call from this department. 


7. 

O. E. M. Authorisation letter should be produced along with the 
technical bid. 



(3) 

No. Ml-7027/2017. 


10th August 2017. 

e-Tenders in two cover system are invited from competent manufacturers/fabricators or their authorised dealers 
with adequate stock and spares and repair capabilities for the purchase and fabrication of 10 numbers of SCUBA Van as 
per the specifications of this Department. The tender is to be submitted as e-tenders through the web portal 
https://etenders.kerala.gov.in. Since this is an e-tender, only those bidders who have enrolled in the above portal with 
their own Digital Signature Certificate (DSC) can participate in the tender. 

e-Tender document and other details can be obtained from the above e-portal. 


The tender has two parts. 
1. Technical Bid. 


2. Financial Bid (BOQ). 

Tender No. with PAC—KFRS - e-Tender No. 04/2017-18/SN—' 130 Lakhs. 

EMD—1% of PAC in online payment. 

Cost of e-Tender (online submission)—' 19,500 + GST @ 18%. 

Date of pre bid meeting—26-8-2017, 12 p. m. 

Closing date and time of e-Tender—14-9-2017, 4 p. m. 
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Last date and time of receipt of e-Tender—14-9-2017, 4 p. m. 

Date of presentation and evaluation—19-9-2017, 2.30 p. m. 

Date and time of opening of e-Tender: 

1. Technical Bid—18-9-2017, 11 a. m. 

2. Financial Bid—20-9-2017, 11.30 a. m. 

Date upto which the rates are to remain firm for acceptance—31-3-2018. 

Security Deposit—5% of total contract amount as per rules, to be furnished as bank guarantee of a 
scheduled bank. 

Period of supply—Within 90 days of receipt of supply order. 

The bidder desiring to take part in the bid shall log into https://etenders.kerala.gov.in and then select tender and 
make the payment. Bidders will be directed to the payment gateway page of the State Bank of Travancore. There are two 
options-State Bank of Travancore SBT Net banking payment, payment through NEFT from other banks to the payment 
gateway of SBT. 

For obtaining digital signature certificate (DSC) and necessary portal enrollment bidders can visit the website 
https://etenders.kerala.gov.in. 

Tenders will be opened online in the presence of such tenderers or their authorized representatives who have 
logged in before the prescribed time of opening of technical and financial bids. If the date fixed for opening happens 
to be a holiday/unable to open the tender due to technical issues, the tenders will be opened in the next working day, 
at the same time. 

The tenderer, or his representative, shall be physically present at the Fire and Rescue Services Headquarters on 
the date prescribed, with necessary documents and presentations on all the technical aspects of the vehicle to be 
fabricated and accessories for the complete understanding of the evaluation committee and verification. The firms shall 
give in writing any aspect of fabrication if asked by the evaluation committee during the presentation. The offer of any 
firm, which fails to represent in the presentation and evaluation in the prescribed date and time, or fails to give complete 
details of the proposed fabrication including accessories during presentation will be rejected. 

The tender fee and EMD shall be received only through online payment SBT/SBT NEFT. 

The cost should be quoted in Indian currency only. 

The tender has two covers. 

• Technical cover 

• Financial cover 

The first cover i.e., the technical cover shall be uploaded with the following document. 

1. Scanned copy of Departmental Technical Specification of the product intended to supply duly signed and 
stamped by the bidder. 

The Bidder should sign, stamp and upload the Departmental Technical Specification as such, along with the tender. 
Uploading the Duly signed and stamped Departmental Technical Specification will be treated as the applicant is ready to 
supply the product as per the Departmental Technical Specification without any deviation. 

In case of any deviation from the Departmental Technical Specification, the bidder shall fill and upload 
specification compliance statement in the following proforma, clearly marking the details of deviation. The committee 
will check the admissibility of the deviation mentioned by the bidder and the tender will be admitted only if the deviation 
proposed by the bidder is acceptable for the Departmental Technical Committee. Deviations, if any, shall be strictly 
marked in the Specification Compliance Statement itself. If the applicant uploaded the Specification Compliance 
Statement and no marking is made in the column provided for marking deviation in the statement, it will be treated as 
the applicant is ready to supply the product as per the Departmental Technical Specification without any deviation. 
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Specification Compliance Statement for SCUBA Van 


SI. 

No. 

Details of Departmental 
Technical Specification 

Details of the product offered 

Deviation from Departmental 
Technical Specification, if any 










2. Scanned copy of the agreement in the prescribed format in Kerala Stamp Paper worth ' 200. 


3. Brochure of the product intended to supply. 

4. Work experience certificate O.E.M. Authorisation Letter and other relevant details. 

5. Scanned copies of the declaration by the bidder on Kerala Stamp Paper worth ' 200 to the effect that no 
Vigilance Case has been charge sheeted and pending trial at Court against him/his partener/s or any of his 
directors in connection with fabrication/supply of similar product made earlier to this department. 

I,. (Name, Address, firm), do hereby declare that no Vigilance Case have been charge sheeted and 

pending trial at court against me, any of my partner/s or any of my directors, in connection with fabrication/ 
supply of similar product made earlier to Kerala Fire and Rescue Services Department/Government of Kerala and 
none of us or our firm is blacklisted by any Government agencies/PSUs in Kerala. 

Pre bid meeting 

A pre bid meeting will be held at Fire and Rescue Services Headquarters, Thiruvananthapuram on the date and 
time as mentioned above. Bidders can participate in the pre bid meeting and clarify their doubts, if any. They can clarify 
their doubts by sending an e-mail to hq.frs@kerala.gov.in and by contacting The Divisional Officer, Fire and Rescue 
Services, Thiruvananthapuram in Phone Number-09497920103. 

Tender Opening and evaluation 

(a) Soon after the opening of the tender, the tenderers are requested to come to the Fire and Rescue Services 
Headquarters with documents and presentations on all the technical aspects of the fabrication and accessories for the full 
understanding of the Head Office Purchase Committee (Technical), on the date specified. 

(b) There will not be any further communications about the opening of the technical and financial bids 
separately. Soon on opening the technical bid of e-tenders, the committee constituted to evaluate the technical aspects, 
will meet and scrutinize the technical specification of equipment submitted with the e-tender. 

(c) During evaluation, the tenders will be first evaluated for the compliance of Departmental Technical 
Specification. Only those tenders which comply the Departmental Technical Specifications will be considered for 
subsequent financial evaluation. 

(d) Those bidders who can comply with all the requirements and conditions of the tender only need to 
participate in the tender. Any special condition uploaded by the bidder will not be considered for evaluation. 

(e) The financial bid belonging to those dealers/suppliers who qualified in the technical bid of the equipment as 
required above by Kerala Fire & Rescue Services Department alone will be considered. 

(f) On finalization of technical evaluation, the second cover i.e. the financial bid of the concerned competent 
firm will be evaluated by the Head Office Committee (Finance) for consideration. 

The bidder should upload all the supporting documents along with the Technical cover 

(g) The originals of Technical specification compliance statement of the product, agreement in Kerala Stamp 
Paper worth ' 200, the declaration on Kerala Stamp Paper worth ' 200 and the Brouchers/Photograph/Diagrams of the 
fabrication and accessories, O.E.M. Authorisation Letter, if any, and other documents shall be produced before the 
undersigned soon after the financial bid opening. 

(h) After opening the financial bid, financial evaluation will be done and the details will be uploaded in the 
financial evaluation field of the e-tender site, only after consultaion with the DPC. The decision of the DPC will be 
final on the admissibility of the tender and thereafter awarding of the contract. 

(i) The right of acceptance or rejection of e-tender or cancelling the tender without assigning any reason, 
at any stage of tendering, is solemnly vested with the Director General, Kerala Fire and Rescue Services or a 
committee appointed by him. 
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The rules and regulations prescribed for e-tenders by the Government of Kerala/Store Purchase Manual, 
Government of Kerala shall be applicable to this e-tender also. If any tenderer wants any clarification on any aspect of 
the tender he/she can send email to dt.frs@kerala.gov.in or Fax to 0471-2337422. 

Details with respect to the e-tender and the details of specifications of the item to be purchase can be obtained 
from the e-tender website https//etenders. kerala.gov.in. 

Any legal dispute that may arise in relation to the e-tender formalities will be restricted to the jurisdiction of 
Thiruvananthapuram District Court. 

Detailed Technical Specification for Procurement of SCUBA Van 

I. General: 

The SCUBA Van shall be fabricated on the chassis with the specification mentioned below. The SCUBA Van 
shall be designed to efficiently carry 4 divers, 1 driver and diving equipments. 

II. Chassis: 


The SCUBA Van shall be fabricated on a suitable Double cab 
mentioned below: 


pickup Chassis having the specifications as 


Preferable make: Mahindra Imperio/Tataxenon or similar make 


Details of Chassis 
Wheel Base 
Length 
G.V.W. 

Pay load 

Power 

Torque 

Steering 

Type 

Emission Compliance 


Not less than 3100 mm 
Not less than 5100 mm 
Not less than 2670 Kg. 

Not less than 1050 Kg. 

Not less than 75 bhp 

Not less than 220 Nm @ 1400-2200 rpm 
Tiltable power steering 
Air conditioned 
BSIV 


The bidder has to procure the chassis and fabricate it to make it a SCUBA Van. 

III. Body work and Stowage: 

The original chassis shall be fabricated to accommodate the following equipments without sacrificing the warranty 
from the chassis manufacturer. 


1. Sufficient numbers of lockers with shutter shall be provided for storage of equipments and accessories listed below 
in an easily accessible manner. Suitable straps, brackets etc. will be provided for all other items. (Equipments and 
accessories shall be provided by the Department) 


SI. 

No. 

Item 

No. 

Remarks 

1 

Scuba set with carrying case. 

4 


2 

Spare Cylinder. 

6 


3 

Boots, Fins and Gloves, Life 

4 each 

Roll in roll out tray 


Line, Under water Torch, Tool 

Kit, Weight Belt. 


to be provided 

4 

Diver’s Weight, rope, Anchor 
rope & Weight 10 to 20 Kg. 



5 

Half Face Mask, Face Mask, 

Diving Knife, Spare Air 

4 set each 

Roll in roll out tray 
be provided 

6 

Facility to hang the west BCD and 

Diving suit. 

4 


7 

Out board engine and petrol tank 

1 each 


8 

Lifebuoy & Life Jacket 

3 each 
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2. The rear body structure/frame work shall be of welded constructions and made from atleast 2mm thick MS square tubes. 
The angles and channels used shall be of min. 3mm thickness. The complete structure material shall be treated for anti 
corrosion by ZINC PLATING. The plating thickness shall not be less than 20 microns. Two coats of Epoxy paint shall be 
applied to the completely welded structure. The structure shall be so designed as to avoid any vibration/rattling/ 
deformation in the intended usage of the vehicle. The interior panelling shall be done from 1.22mm thick aluminium 
sheets & the exterior panelling shall be done from 1.60mm thick aluminium sheets. 

3. The roller shutters shall be made from extruded aluminium sections with suitable roller, spring, guide channels etc. 
All aluminium sections used shall be properly anodized. The roller shutters shall be rolled inwards underneath the roof 
giving unobstructed access to the equipment lockers. These roller shutters shall open in every position of the vehicle 
even in rough terrain. Guide rails shall support the shutters over entire length on both sides to make them absolutely 
torsion free. The roller shutters shall have a sturdy lock, preventing accidental opening during movement of vehicle. 
Roller shutters shall be made of hollow rectangular shaped aluminium links which shall be inter connected with rubber/ 
plastic/PVC profiles sealing the roller shutter watertight when closed. The complete shutter assembly, the side, bottom 
and main profiles as well as the locking system shall be from the shutter manufacturer only. These roller shutters shall be 
durable, maintenance free, weather and corrosion resistant. 

Preferable make (Shutters): Ziegler, MCD, Rosenbauer or equivalent. 

4. One load carrier to carry one Rubber dinghy with an approximate weight of 150 kg. and with exterior size not less than 
4200mm x 1800mm, should be fitted on the roof top of the vehicle. The carrier should be strong enough to carry the 
load and withstand the air resistance while the vehicle is on move with Rubber Dinghy on the top. Necessary rollers for 
easy loading and unloading of the Rubber Dinghy to be provided in the carrier. Minimum two numbers of Ratchet belt 
system to hold the dinghy tight to be integrated with the carrier. 

IV. Electrical System: 

All important electrical circuits shall have separate fuses suitably indicated and shall be grouped into a common fuse 
box located in an accessible position. The wiring should be single pole and should not be exposed to the atmosphere. Conduits 
should be used wherever necessary. All equipments lockers should have individual lights which will automatically switch ON 
when the door is opened (which will be fully LED based) and these should be operated by means of a master switch on the 
dash board in the driver’s cabin. The switch of the light/siren should be provided on the dash board. 

V. Other Electricals: 

1. Two fog lamps and two spot lights in front shall be installed. 

2. Four Blinker type traffic indicators (OEM supplied) shall be provided. 

3. Two-tone hooter cum P.A. System having 25 watt capacity with speaker, LED Light bar with red, blue and white 
flasher lights shall be mounted on appropriate location and amplifier in the cabin. 

4. Mechanical siren-lOOw 

5. One pair of additional electric horn shall be provided. 

6. Reverse gear buzzers and indicator buzzers shall be provided. 

VI. Rear View Camera: 

Rear view camera shall be provided for the vehicle with 7 inch LCD screen within the cabin. 

VII. Workmanship and Material: 

Workmanship executed shall be of the highest order. All rivets and bolt holes shall have a coat of approved paint on 
both surfaces before riveting or bolting or welding. All steel screws, bolts, nuts, rivets etc. shall be zinc coated or shall have 
rust proof coats by a recognized process. The roof joints shall be subjected to rigid water test at vendor’s workshop in 
presence of purchaser’s representatives. All directions and instructions on all points related to the fabrication shall be executed 
whenever given by the purchaser’s representative for quality and workmanship. All the material used in the fabrication of the 
body work shall be of good quality or approved make and type. 

VIII. Painting: 

1. The appliance’s body shall be painted fire red in colour conforming to Shade No. 536 of IS 5: 1978. The paint shall 
conform to IS 2932 (If the cab chassis has already been painted red in colour by the chassis manufacturer it is not necessary 
to paint again over that paint coat, however the final decision on painting will be done in consultation with 
KFRS Department). 

2. The words “KERALA FIRE & RESCUE SERVICES” shall be painted in letters of 10 cm height on either side of the 
body and of vehicle in golden yellow colour paint. Same text in “Malayalam Font” shall be painted over the other side in same 
manner. 
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3. The name of the department “KERALA FIRE & RESCUE SERVICES” in form of sticker in fluorescent red letter 
in yellow background shall be affixed on the top of the front wind screen glass. 

4. Emblem of the department shall be affixed on either side of the cabin front Door (Model shall be provided by the 
department) 

5. ‘Dial 101’ shall be written on all the four sides of the vehicle on yellow background in black letters. 

IX. Specifications and Drawings: 

Considering the detailed Specifications, the Auto CAD drawings (both the Hard copy as well as Soft Copy shall be 
included) shall be prepared and submitted by the Vendor. The Director General, Kerala Fire & Rescue Services or his 
representatives may suggest modifications to the drawings. However, modified drawing should be submitted by the Vendor 
within 3 days from the suggestion/discussion. The Bidder shall start the work only after getting the drawings approved by The 
Director General Kerala Fire & Rescue Services; The CAD drawings should clearly illustrate all the details. Two sets of 
complete and final CAD Drawings (both the Hard copy as well as Soft Copy shall be included), in respect of fabrication, 
stowage arrangements, fittings, electric circuit arrangement etc. shall be supplied along with each appliance at the time of 
delivery. These drawing shall be supplied free of charge. 

X. Workmanship and Finish: 


1. A high quality workmanship and the finish is expected during the fabrication and at the time of delivery of the unit. 

2. All the sharp edges shall be grinded. 

3. All the joints shall be even and accurate. 

4. All the welding shall be perfect without air blows. 


XI. Acceptance: 


Vendor shall ensure that design of SCUBA VAN will not affect chassis parameters such as speed, turning circle, 
acceleration, GVW etc. The fully fabricated vehicle shall be delivered at Fire & Rescue Services Headquarters, 
Thiruvananthapuram Free on road. The delivered vehicle will be inspected by a board of officers for the general functioning 
of vehicle and road test. The vehicle shall be accepted by the department based on this report. 


1. Essential documents to be 
submitted along with the tender 

2. Period of delivery 

3. F.O.R. 

4. Payment 


5. Warranty 

6. Other Special Conditions: 


Conditions 

Pamphlets, Photograph, Drawings, CD etc. 


Within 90 days from receipt of supply order. 
Thiruvananthapuram. 


Payment for Chassis: Full payment for chassis against bank guarantee 
as per KFRS format for equivalent value and this shall be payable 
against copy of invoice for chassis from chassis manufacturer certified 
by the successful bidder and after verification and certification of 
readiness of chassis by officials of KFRS. 

Balance payment against delivery of fabricated SCUBA Van at 
Thiruvananthapuram and acceptance by an acceptance committee of 
KFRS. 

A Warranty of 24 months for fabrication from the date of acceptance. 


1. As the SCUBA Van is a composite item, both procurement of vehicle and fabrication shall be 
done by the fabricator and all bidders have to quote for both items. L-I bidder shall be decided 
on overall basis. A Warranty of 24 months for fabrication and accessories from the date of acceptance of 
the item by the Department shall be provided by the fabricator. 

2. EMD—1% of PAC in online payment. 

3. Security Deposit—5 % of total contract amount to be furnished as mentioned in the Notice inviting 
e-Tender, which will be released after the expiry of the warantee period. 
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4. Any firm whose Proprietor, Partner or Director is involved in a Vigilance Case has been charge sheeted 
and pending trial at Court in connection with fabrication/supply of similar product made earlier to this 
Department/Kerala Government are not eligible to participate and shall be barred from participating 
in this tender. 

5. The tenderers should produce latest solvency certificate of ' 3 Crores or more and should have an 
average annual turnover of " 3 Crores for the last 3 years. 

6. The bidder should have sufficient previous experience in fabricating Rescue vehicles (min. three years). 
The copies of supply order for fabricating Fire fighting vehicles placed by States, Union Territories and 
Public Sector Undertakings during the calendar year 2014, 2015 & 2016 should be produced in support. 

7. On receipt of the supply order the tenderer should provide Insurance cover for the Kerala Govt. 
Property for an amount equal to the cost of total number of chassis for fire and theft. 

8. The chassis shall be purchased by the bidder and registered in the name of the Director 
General, Kerala Fire and Rescue Services. Renewal of temporary registration processes shall be 
performed by the fabricator at their own expense. A valid Temporary Registration Certificate (T. P.) shall 
be produced before the Department at the time of delivery. 

9. The detailed drawing for fabrication shall be submitted and got approved from the Department by the 
fabricator, before commencing the fabrication. 

10. The vendor shall be responsible for the maintenance of the SCUBA Van for any defects or damages to 
vehicle due to bad workmanship or of any inferior material, accessories, apparatus etc. 

11. Anybody attempting to offer bribe or otherwise influence in any manner the officials of the Kerala Fire 
and Rescue Services or its supervisory levels in the Government will be disqualified. 

12. The chassis shall be collected by the vendor from the Chassis supplier Location. Final Registration of the 
vehicle will be arranged by KFRS after the completed vehicle is delivered to the KFRS. The vendor shall 
take temporary registration of completed vehicle & submit all relevant documents to the KFRS for final 
registration. 

13. Bank Guarantee shall be valid for a period till the chassis with complete fabrication is 
delivered to the KFRS. In case the delivery of vehicle is delayed beyond the delivery schedule, the vendor 
shall extend the Bank Guarantee for entire period till vehicle is delivered at KFRS site. 

14. After purchasing the chassis by the vendor and till such time the completed equipment is delivered to the 
KFRS, it shall be the vendor’s responsibility to protect the chassis from damage, accident, pilferage etc. 
Any damage/shortfall shall be made corrected by the vendor at no extra cost to KFRS. 

15. After receiving chassis from the KFRS and during the period of fabrication SCUBA Van, vendor shall 
arrange to carry out all periodical services as recommended by the Chassis Manufacturer at its 
fabrication site. 

16. Any restriction on performance of chassis, observed during/after execution of order shall have to be 
rectified by vendor in consultation with KFRS and chassis manufacturer. Such corrections shall be at 
no extra cost to KFRS. The vendor shall be responsible for supplying all equipment/accessories and 
properly fixing them on the chassis as described in the specification. Other details and requirements which 
are not covered under the specification, but may be necessary to complete the SCUBA Vehicle and/or to 
fulfil the operation/performance requirement shall be provided by the vendor, who 
shall be responsible for the designing, engineering and construction of the complete appliance to the full 
satisfaction of the KFRS. Before finalization of design, the same needs to be approved by KFRS. 

17. At the end of complete fabrication of SCUBA vehicle, the vehicle with fully laden conditions shall be 
checked and certified by vendor for correct load distribution on individual axle. The actual individual load 
on axle shall not exceed the allowable limit specified by chassis manufacturer or regulating authority, 
whichever is lower. Chassis supplier shall be called at the vendors’ site to verify the correct load 
distribution & fabrication of vehicle as per guidelines of chassis supplier. 
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No. Ml-7028/2017. 

(4) 

10th August 2017. 


e-Tenders in two cover system are invited from competent manufacturers or their authorised dealers with adequate 
stock and spares and repair capabilities for the supply of 15 Numbers of Rubber Dingly without Board Engine 
(inflatable) as per the specifications of this Department. The tender is to be submitted as e-tenders through 
https://etenders.kerala.gov.in. Since this is an e-tender, only those bidders who have enrolled in the above portal with 
their own Digital Signature Certificate (DSC) can participate in the tender. 

e-Tender document and other details can be obtained from the above e-portal. 

The tender has two parts. 

1. Technical Bid. 

2. Financial Bid (BOQ). 

Tender No. with PAC—KFRS-e-Tender No. 05/2017-18/SN—' 112.5 Lakhs. 

EMD—1% of PAC in online payment. 

Cost of e-Tender (online submission)—' 16,875 + GST @ 18%. 

Date of pre bid meeting—26-8-2017, 3 p. m. 

Closing date and time of e-Tender—14-9-2017, 4 p. m. 

Last date and time of receipt of e-Tender—14-9-2017, 4 p. m. 

Date of presentation and evaluation—20-9-2017, 12 Noon. 

Date and time of opening of e-Tender: 

1. Technical Bid—18-9-2017, 11 a. m. 

2. Financial Bid—22-9-2017, 11 a. m. 

Date upto which the rates are to remain firm for acceptance—31-3-2018. 

Security Deposit—5% of total contract amount inclusive of EMD to be furnished as Bank guarantee of a 
scheduled Bank. 

Period of supply—Within 120 days of receipt of supply order. 

The bidder desiring to take part in the bid shall log into https://etenders.kerala.gov.in and then select tender and 
make the payment. Bidders will be directed to the payment gateway page of the State Bank of Travancore. There are two 
options-State Bank of Travancore SBT Net banking payment, payment through NEFT from other Banks to the payment 
gateway of SBT. 

For obtaining digital signature certificate (DSC) and necessary portal enrollment bidders can visit the website 
https://etenders.kerala.gov.in. 

Tenders will be opened online in the presence of such tenderers or their authorized representatives who have 
logged in before the prescribed time of opening of technical & financial bids. If the date fixed for opening happens to 
be a holiday/due to internet failure, the tenders will be opened in the next working day, at the same time. 

The tenderer or his representative along with technical expert shall be physically present at the Fire and Rescue 
Services Fleadquarters on the date prescribed, with necessary documents and presentations on all the technical aspects 
of the equipment and accessories for the complete understanding of the Technical Committee. 

The price of the e-tender form shall be received only through online payment SBT/SBT NEFT. 

The cost should be quoted in Indian currency only. 

The tender has two covers. 

• Technical cover 

• Financial cover 


Gaz. No. 36/2017/DTP (Stores Purchase). 
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The first cover i.e., the technical cover shall be uploaded with the following document 

1. Scanned copy of Departmental Technical Specification of the product intended to supply duly signed and 
stamped by the bidder. 

The Bidder should sign, stamp and upload the Departmental Technical Specification as such, along with the tender. 
Uploading the Duly signed and stamped Departmental Technical Specification will be treated as the applicant is ready to 
supply the product as per the Departmental Technical Specification without any deviation. 

In case of any deviation from the Departmental Technical Specification, the bidder shall fill and upload 
specification compliance statement in the following proforma, clearly marking the details of deviation. The committee 
will check the admissibility of the deviation mentioned by the bidder and the tender will be admitted only if the deviation 
proposed by the bidder is acceptable for the Departmental Technical Committee. Deviations, if any, shall be strictly 
marked in the Specification Compliance Statement itself. If the applicant uploaded the Specification Compliance 
Statement and no marking is made in the column provided for marking deviation in the statement, it will be treated as 
the applicant is ready to supply the product as per the Departmental Technical Specification without any deviation. 


Specification Compliance Statement for Rubber Dinghy with Outboard Engine 


SI. 

No. 

Details of Departmental 
Technical Specification 

Details of the product offered 

Deviation from Departmental 
Technical Specification, if any 










2. Scanned copy of the agreement in the prescribed format in Kerala Stamp Paper worth ' 200. 

3. Brochure of the product intended to supply. 

4. Work experience certificate O.E.M. Authorisation Letter and other relevant details. 

5. Scanned copies of the declaration by the bidder on Kerala Stamp Paper worth ' 200 to the effect that no 
Vigilance Case has been charge sheeted and pending trial at Court against him/his partener/s or any of his 
directors in connection with fabrication/supply of similar product made earlier to this Department. 

I,. (Name, Address, firm), do hereby declare that no Vigilance Case have been charge sheeted and 

pending trial at court against me, any of my partner/s or any of my directors, in connection with fabrication/ 
supply of similar product made earlier to Kerala Fire and Rescue Services Department/Government of Kerala and 
none of us or our firm is blacklisted by any Government Agencies/PSUs in Kerala. 

Pre bid meeting 

A pre bid meeting will be held at Fire and Rescue Services Headquarters, Thiruvananthapuram on the date and 
time as mentioned above. Bidders can participate in the pre bid meeting and clarify their doubts, if any. They can clarify 
their doubts by sending an e-mail to hq.frs@kerala.gov.in and by contacting The Divisional Officer, Fire and Rescue 
Services, Thiruvananthapuram in Phone Number-09497920103. 

Tender Opening and evaluation 

(a) Soon after the opening of the tender, the tenderers are requested to come to the Fire and Rescue Services 
Headquarters with documents and presentations on all the technical aspects of the equipment and accessories for the full 
understanding of the Head Office Purchase Committee (Technical), on the date specified. 

(b) There will not be any further communications about the opening of the technical and financial bids 
separately. Soon on opening the technical bid of e-tenders the committee constituted to evaluate the technical aspects, 
will meet and scrutinize the technical specification of equipment submitted with the e-tender. 

(c) Technical expert of Bidder should be available for explaining all the aspects of the item, during the time of 
presentation and evaluation. 

(d) During evaluation, the tenders will be first evaluated for the compliance of Departmental Technical 
Specification. Only those tenders which comply the Departmental Technical Specifications will be considered for 
subsequent financial evaluation. 

(e) The financial bid belonging to those dealers/suppliers who qualified in the technical bid of the equipment as 
required above by Kerala Fire & Rescue Services Department alone will be considered. 
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(f) On finalization of technical evaluation, the second cover i.e. the financial bid of the concerned competent 
firm will be evaluated by the Head Office Committee (Finance) for consideration. 

The bidder should upload the supporting documents along with the Technical cover 

(g) The originals of Technical specification compliance statement of the product, agreement in Kerala Stamp 
Paper worth ' 200, the declaration on Kerala Stamp Paper worth ' 200 and Brochurs/Photograph of the item intended 
to supply, O.E.M. Authorisation Letter and other documents shall be produced before the undersigned soon after the 
Financial Bid opening. 

(h) After opening the financial bid, financial evaluation will be done and the details will be uploaded in the 
financial evaluation field of the e-tender site, only after consultaion with the DPC. The decision of the DPC shall be 
final on the admissibility of the tender and thereafter awarding of the contract. 

(i) The right of acceptance or rejection of e-tender or cancelling the tender without assigning any reason, 
at any stage of tendering, is solemnly vested with the Director General, Kerala Fire and Rescue Services or a 
committee appointed by him. 

The rules and regulations prescribed for e-tenders by the Government of Kerala/Store Purchase Manual, 
Government of Kerala shall be applicable to this e-tender also. If any tenderer wants any clarification on any aspect of 
the tender he/she can send email to dt.frs@kerala.gov.in or Fax to 0471-2337422. 

Details with respect to the e-tender and the details of specifications of the item to be purchase can be obtained 
from the e-tender website https//etenders.kerala.gov.in. 

Any legal dispute that may arise in relation to the e-tender formalities will be restricted to the jurisdiction of 
Thiruvananthapuram District Court. 

Specification for Rubber dinghy with outboard engine (inflatable) 

The equipment proposed is to be used in rescue operations during incidents in water bodies. The equipment shall 
include an inflatable dinghy and an Outboard engine which can be fitted to the Transom to mobilise the dinghy. 

Inflatable boat (Dinghy) 

1. The boat shall be inflatable with air pressure by foot pump and Electric pump (12 Volts DC/230Volt AC Supply) 
along with necessary accessories. 

2. The boat shall be suitable for 8-10 (Eight to ten) persons, or for 1000 Kgs weight. 

3. There shall be two layers of material on lower tubes for better abrasion and puncture resistance and shall have 
reinforcing strips under air chambers. 

4. The design of the boat shall be such that, it shall have minimum four separate air chambers. Out of which 
minimum three air chambers shall be in main hull, and fourth air chamber, shall be in the inflatable keel. 
Minimum one relief valve each shall be there for each air chamber. 

5. The hull, air tubes (Chambers) and Keels shall be made from hypalon with 1670 DENI and carry an approval of 
BSMA (British Standard Manufacture Association) 16, IMO (International Maritime Organization), 
LSA (Life Saving Appliance) regulation or equivalent. 

6. The exterior size of the boat shall not be less than 4200mm x 1800mm 

7. The interior size of the boat shall not be less than 2500mm x 950mm with provision for fixing two FRP seats/ 
rectangular FRP box kept on the floor board/inflatable Thwart Boat seat. 

8. The boat shall be provided with plastic coated/Fibre Glass coated/Heavy duty Aluminium Transom and the height 
of the transom shall not be less than 425mm. 

9. The air filling valves shall be one way type and of approved type and make. 

10. Diameter of the tube body shall not be less than 460mm. 

11. There shall be inflatable keel not less than 7" diameter for stability in sea and swift water rescue. 

12. The seams of the boat shall be quadruple overlap. 
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13. There shall be 5/8" grab line along sides for safety. 

14. The empty weight of dinghy including floor board but without OB Engine shall not be more than 130 Kg. 

15. The floor board shall be inter-locking type of Aluminium/HD polyethylene material with suitable carry bag. 

16. There shall have built in oarlocks for easy rowing. 

17. The boat shall have four carrying handles and front lifting handle. 

18. There shall be strakes around hull and under keel for extra protection. 

19. There shall be two self bailing drain valves. 

20. The boat shall be supplied with a suitable carrying bag. 

21. The boat shall be supplied with Bow storage bag and repair kit. 

22. The boat shall have quick attachment for OB Engine. 

23. There shall be two paddle provided for emergency rowing. 

24. The items shall be new, unused and suiting to latest design. 

25. The drawing, design, manufacturing materials and the manufacturing firms to be approved by LRS/IRS 
(Lloyd’s Register of Shipping/Indian Register of Shipping). 

26. Approved drawing of general arrangement of boat must be enclosed with tender. The successful bidder shall 
submit the LRS/IRS (Lloyd’s Register of Shipping/Indian Register of Shipping) certification for each Rubber 
Dinghy, at the time of supply. 

27. The Dingy shall be red in colour. The words “KERALA FIRE & RESCUE SERVICES” shall be printed as 
vulcanised printing in yellow letters of not less than 10 cm in height on one side of the hull of the dinghy in 
golden yellow colour paint. Same text in “Malayalam Font” shall be painted over the other side in same manner. 

28. Emblem of the department shall be affixed on the front of the hull. 

29. Accessories'. —The following accessories shall be supplied along with the Dinghy: 

1. Foot Pump-2 Nos. 

2. Electric Pump with all necessary accessories.—1 No. 

3. Floor board—1 set 

4. Paddle of aluminium handle and moulded plastic blades—2 Nos. 

5. Anchor with 50 meter 5/8 inch double braided nylon rope with stainless steel thimble—1 No. 

6. Life buoy—5 Nos. 

7. Life Jacket—10 Nos. 

8. Durable FRP seat—2 Nos. 

30 Repair Kit consisting of the following shall be supplied along with each unit: 

1. Rubber Patches—10 Nos. 

2. Adhesive—1 Kg. 

3. Roughening Tools—2 Nos. 

4. Air valves (Spare)—2 Nos. 

5. Hose clamp—4 Nos. 

6. OB Engine inpeller—1 No. 

7. Impeller key—2 Nos. 

8. Spark Plug—2 Nos. 

9. Starting Rope—2 Nos. 

10. OBM fuel injector kit—1 No. 

11. Water Pump repair kit—1 No. 
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Outboard Engine (25HP) 

1. The boat shall be provided with outboard engine which can be quickly attached whenever required. 

2. The engine of the outboard engine shall be gasoline engine of reputed brand (Honda/Suzuki/Yamaha or equivalent 
make). 

3. The capacity of OB engine shall not be less than 25 H.P, 4 Stroke and shall run with Gasoline (Petrol). 

4. The RPM of the engine shall be 5000-6000 or as per IRS/LRS approval. 

5. The engine cooling system shall be water cooled type. 

6. The Exhaust system shall through propeller shaft. 

7. The engine and drive line shall be fitted in enclosed housing to protect from Sea/River/Canal water. 

A guarantee of 36 months shall be provided from the date of commission. 

Any defect to the item within a period of 10 years shall be attended by the supplier and the firm will be 

responsible for the rectification of the same. Sample shall be produced at the time of technical evaluation. 
The selection will be done on the basis of sample evaluation. 

Conditions 


1. Whether samples are essential : Pamphlets, Photograph, Drawings, CD etc. should be forwarded along 

with the Tender. 

2. Period with in which goods : Within 120 days from receipt of supply order. 

should be delivered 


3. Rates should be quoted 
including all taxes and 
transportation charge 
and rate of AMC. 

4. Payment 

5. Other Special Conditions 


F.O.R. Thiruvananthapuram. 


100% payment against delivery at Thiruvananthapuram and 

acceptance by an acceptance committee 

1. A Warranty of 36 months from the delivery of the item. 

2. EMD 1% of PAC in online payment. 

3. Security deposit 5% of total contract amount to be furnished as 
mentioned in the Notice inviting e-Tender, which will be released 
after the expiry of the warrantee period. 

4. Any firm whose proprietor, Partner or Director is involved in a 
Vigilance Case or blacklisted in Kerala will be barred from 
participating in this tender. 

5. Anybody attempting to offer bribe or otherwise influence in any 
manner the officials of the Kerala Fire and Rescue Services or its 
supervisory levels in the Government will be disqualified. 

6. Full stock/spares and technicians shall be available in India and 
service should be available for any repair or maintenance within 
48 hours of a call from this department. 

7. O. E. M. Authorisation letter should be produced along with the 
technical bid. 


Gaz. No. 36/2017/DTP (Stores Purchase). 
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No. Ml-7029/2017. 

(5) 

10th August 2017. 


e-Tenders in two cover system are invited from competent manufacturers or their authorised dealers with adequate 
stock and spares and repair capabilities for the supply of 52 Nos. of Self Contained Underwater Breathing Apparatus Set 
(SCUBA set) with Diving Suit as per the specifications of this Department. The tender is to be submitted as 
e-tenders through https://etenders.kerala.gov.in. Since this is an e-tender, only those bidders who have enrolled in the 
above portal with their own Digital Signature Certificate (DSC) can participate in the tender. 

e-Tender document and other details can be obtained from the above e-portal. 

The tender has two parts. 

1. Technical Bid. 

2. Financial Bid (BOQ). 

Tender No. with PAC—K/FRS - e-Tender No. 06/2017-18/SN—' 260 Lakhs. 

EMD—1% of PAC in online payment. 

Cost of e-Tender (online submission)—' 25,000 + GST @ 18%. 

Date of pre bid meeting—26-8-2017, 11 p. m. 

Closing date and time of e-Tender—14-9-2017, 4 p. m. 

Last date and time of receipt of e-Tender—14-9-2017, 4 p. m. 

Date of sample verification—20-9-2017, 2.30 a. m. 

Date and time of opening of e-Tender: 

1. Technical Bid—18-9-2017, 11 a. m. 

2. Financial Bid—22-9-2017, 11 a. m. 

Date upto which the rates are to remain firm for acceptance—31-3-2018. 

Security Deposit—5% of total contract amount inclusive of EMD, to be furnished as bank guarantee of a 
scheduled bank. 

Period of supply—Within 90 days of receipt of supply order. 

The bidder desiring to take part in the bid shall log into https://etenders.kerala.gov.in and then select tender and 
make the payment. Bidders will be directed to the payment gateway page of the State Bank of Travancore. There are two 
options-State Bank of Travancore SBT Net banking payment, payment through NEFT from other banks to the payment 
gateway of SBT. 

For obtaining digital signature certificate (DSC) and necessary portal enrollment bidders can visit the website 
https://etenders.kerala.gov.in. 

Tenders will be opened online in the presence of such tenderers or their authorized representatives who have 
logged in before the prescribed time of opening of technical & financial bids. If the date fixed for opening happens to 
be a holiday/due to internet failure, the tenders will be opened in the next working day, at the same time. 

The tenderer, or his representative, shall be physically present at the Fire and Rescue Services Fleadquarters on 
the date prescribed, with the sample of SCUBA Set (Complete items as mentioned in the specification) necessary 
documents and presentations on all the technical aspects of the equipment and accessories for testing and verification. 

The price of the e-tender from shall be received only through online payment SBT/SBT NEFT. 

The cost should be quoted in Indian currency only. 

The tender has two covers. 

• Technical cover 

• Financial cover 
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1. Scanned copy of Departmental Technical Specification of the product intended to supply duly signed and 
stamped by the bidder. 

The Bidder should sign, stamp and upload the Departmental Technical Specification as such, along with the tender. 
Uploading the Duly signed and stamped Departmental Technical Specification will be treated as the applicant is ready to 
supply the product as per the Departmental Technical Specification without any deviation. 

In case of any deviation from the Departmental Technical Specification, the bidder shall fill and upload 
specification compliance statement in the following proforma, clearly marking the details of deviation. The committee 
will check the admissibility of the deviation mentioned by the bidder and the tender will be admitted only if the deviation 
proposed by the bidder is acceptable for the Departmental Technical Committee. Deviations, if any, shall be strictly 
marked in the Specification Compliance Statement itself. If the applicant uploaded the Specification Compliance 
Statement and no marking is made in the column provided for marking deviation in the statement, it will be treated as 
the applicant is ready to supply the product as per the Departmental Technical Specification without any deviation. 


Specification Compliance Statement for Self Contained Underwater Breathing Apparatus Set 

(SCUBA set) with Diving Suit 


SI. 

No. 

Details of Departmental 
Technical Specification 

Details of the product offered 

Deviation from Departmental 
Technical Specification, if any 










2. Scanned copy of the agreement in the prescribed format in Kerala Stamp Paper worth ' 200. 

3. Brochure of the product intended to supply. 

4. Work experience certificate O.E.M. Authorisation Letter and other relevant details. 

5. Scanned copies of the declaration by the bidder on Kerala Stamp Paper worth ' 200 to the effect that no 
Vigilance Case has been charge sheeted and pending trial at Court against him/his partner/s or any of his 
directors in connection with fabrication/supply of similar product made earlier to this department. 

I,. (Name, Address, firm), do hereby declare that no Vigilance Case have been charge sheeted and 

pending trial at court against me, any of my partner/s or any of my directors, in connection with fabrication/ 
supply of similar product made earlier to Kerala Fire and Rescue Services Department/Government of Kerala and 
none of us or our firm is blacklisted by any Government agencies/PSUs in Kerala. 

Pre bid meeting 

A pre bid meeting will be held at Fire and Rescue Services Headquarters, Thiruvananthapuram on the date and 
time as mentioned above. Bidders can participate in the pre bid meeting and clarify their doubts, if any. They can clarify 
their doubts by sending an e-mail to hq.frs@kerala.gov.in and by contacting The Divisional Officer, Fire and Rescue 
Services, Thiruvananthapuram in Phone Number-09497920103. 

Tender Opening and evaluation 

(a) Soon after the opening of the tender, the tenderers are requested to come to the Fire and Rescue Services 
Headquarters with documents and presentations on all the technical aspects of the equipment and accessories for the full 
understanding of the Head Office Purchase Committee (Technical), on the date specified. 

(b) There will not be any further communications about the opening of the technical and financial bids 
separately. Soon on opening the technical bid of e-tenders the committee constituted to evaluate the technical aspects, 
will meet and scrutinize the technical specification of equipment submitted with the e-tender. 

(c) Sample of SCUBA Set and Diving Suit (Full Set) should be produced before the Committee for Technical 
Evaluation, which would be subjected to test by the departmental personnel. The final selection will be done after 
considering the report of the testing team only. 

(d) During evaluation, the tenders will be first evaluated for the compliance of Departmental Technical 
Specification. Only those tenders which comply the Departmental Technical Specifications will be considered for 
subsequent financial evaluation. 
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(e) The financial bid belonging to those dealers/suppliers who qualified in the technical bid of the equipment as 
required above by Kerala Fire & Rescue Services Department alone will be considered. 

(f) On finalization of technical evaluation, the second cover i.e. the financial bid of the concerned competent 
firm will be evaluated by the Head Office Committee (Finance) for consideration. 

The bidder should upload the supporting documents along with the Technical cover 

(g) The originals of Technical specification compliance statement of the product, agreement in Kerala Stamp 
Paper worth ' 200, the declaration on Kerala Stamp Paper worth " 200 and the Brochurs/Photograph of the item 
intended to supply, O.E.M. Authorisation Letter and other documents shall be produced before the undersigned soon 
after the financial Bid opening. 

(h) After opening the financial bid, financial evaluation will be done and the details will be uploaded in the 
financial evaluation field of the e-tender site, only after consultaion with the DPC. The decision of the DPC shall be 
final on the admissibility of the tender and thereafter awarding of the contract. 

(i) The right of acceptance or rejection of e-tender or cancelling the tender without assiging any reason, 
at any stage of tendering, is solemnly vested with the Director General, Kerala Fire and Rescue Services or a 
committee appointed by him. 

The rules and regulations prescribed for e-tenders by the Government of Kerala/Store Purchase Manual, 
Government of Kerala shall be applicable to this e-tender also. If any tenderer wants any clarification on any aspect of 
the tender he/she can send email to dt.frs@kerala.gov.in or Fax to 0471-2337422. 

Details with respect to the e-tender and the details of specifications of the item to be purchased can be obtained 
from the e-tender website https//etenders.kerala.gov.in. 

Any legal dispute that may arise in relation to the e-tender formalities will be restricted to the jurisdiction of 
Thiruvananthapuram District Court. 

Technical Specification for SCUBA Set with Diving Suit 

The self-contined underwater breathing apparatus (SCUBA) proposed is for carrying out under water diving. 

The SCUBA Set should be complied to Standards as follows: 

Face Mask and Regulator-EN250 

BCD/Back Pack—EN1809 or higher. 

Dive Computer and the other components of should be certified to relevant EN Standards as applicable. 

General 

The apparatus should be rugged, lightweight suitable for carrying by a single person. The set should have its 
standard and optional equipments and should comprise of following. 

(a) Compressed air cylinder—Cylinder with valve. 

• The set should be of robust design, made of non-corrosive material, suitable for demanding 
environments. 

• It should be perfectly balanced under water. 

• It should allow safer access to confined spaces and shall be of minimum resistance in current water. 

• Quick attachment/removal of cylinder to harness or BC should be facilitated. 

(b) The regulator should be protected properly and positioned for the easy handling of the diver. 

(c) Full Face mask with breathing/demand valve. 

• The Full Face Mask shall consist of a balanced breathing valve with high air flow capacity and 
breathing resistance must be as low as possible whilst the equipment must have sufficient capacity to 
cater for even an extremely hard work rate. 

• The visor should reduce the positive buoyancy generated from air inside the mask and should prevent 
re-inhalation. 

• Quick release attachment should be provided for the facemask. 
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• The set should have a clear wide vision full-face mask 

• The head straps provided should be in good quality and form an effective seal on to the face. 

• The Full Face Mask should be designed in such a way to drain the water fillings easily. 

(d) Regulator unit. 

Regulators should be balanced type, having high flow capacity and design should ensure that the intermediate 
pressure leading to the breathing valve is stable and is not affected by pressure variations in the air supply at depth of the 
dive. They should have convenient air supply connections for buoyancy compensating jacket and Octopus breathing valve. 

(e) A dependable warning system (that may be vibration, visual, audible or mechanical) which will alert the diver 
prior to 10 minutes before the cylinder goes empty, should be provided. This warning system should be integrated with 
the SCUBA Set. The warning system shall be tested along with the SCUBA Set by a team of departmental personnel. 
Only those sets which prove the efficiency in performance during this test will be considered for the further tender 
evaluation processes. 

• At any stage of operation, there should not be any blocking of air supply and uninterrupted Air supply of 
breathing air should be available throughout the operation. 

(f) A good quality dive Computer with accessories (Transmitter type) which is capable of showing the following 
features should be supplied with each SCUBA Set. 

1. Depth of Dive. 

2. Ambient Temperature. 

3. Cylinder Air Pressure. 

4. Dive Time. 

5. Low Battery Indicator. 

The Dive Computer should produce an audible alarm which will alert the diver prior to 10 minutes, before the 
cylinder goes empty. 

The Dive Computer should be Wrist style with Backlited display. 

The display should be easy to understand and large enough to consult easily while diving. 

This Dive Computer with accessories will be required in addition to the dependable warning system as mentioned 
in Item (e) above. 

• Dive Computer should be supplied with each SCUBA Set. 

(g) Buoyancy Compensating Device 

• The Primary design of BCD should allow a diver to maintain neutral buoyancy throughout the 
dive. 

• The BCD Harness system should act as a life jacket/flotation device on surface for the Divers in 
case of emergency. 

• Reserve Air Cylinder with built-in regulator system should be provided for BCD inflation as well as 
breathing during emergency. 

• Pressure gauge, depth gauge and compass should be provided, and must be positioned in such a way 
that, it is easily visible to the diver. 

Dimensions: 


01 

Nominal capacity of set 

8-12 liters 

02 

Charging pressure. 

Not Less than 200 Bar. 

03 

Test Pressure 

Not Less than 350 Bar. 

04 

Capacity of set after charging. 

2400 litres minimum 

05 

Total Weight of set on surface 

Not more than 30 kgs 


Gaz. No. 36/2017/DTP (Stores Purchase). 
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Accessories: 

SI. 

No. 

Item 

Specification 

Quantity 

1 

Spare Cylinder 

Same as the Main Cylinder used in the BCD. 

1 No. (for Single Cylinder) 

2 Nos. (for Twin Cylinder) 

2 

Diving Suit 

Neoprene Full Suit along with Hood 3mm 

1 Set 

3 

Boots, Fins 

and Gloves 

5mm neoprene Boots, Adjustable Rubber fins 
& 3mm Gloves (Kevlar/rubber grip on palm) 

1 Pair 

4 

Life Line 

Marine Rope 30 meter, 8mm with Securing 

hooks/Carabiner at both ends. 

1 No. 

5 

Diving Knife 

Made of Marine Grade Stainless Steel, having 

One Cutting Edge and One Saw Edge, with Quick 
Release Buckle and Strap 

1 No. 

6 

Half Face Mask 

Lightweight, Silicone Strap with perfect sealing 

1 No. 

7 

Under water Torch 

LED-lOOOLumen-Compact and Powerful, 

Anodised Aluminium Body, Powered by 

Cells, One hand operated Mechanical Switch, 
with clip on holder 

1 No. 

8 

Hanger for BCD 


1 No. 

9 

Tool Kit 

Maintenance Tool Kit 

1 Set. 

10 

‘O’—Ring Kit 

For BCD, Regulator & Tank 

1 Set Each 

11 

Carrying Case 

FRP, Trolley Type 

1 No. 

12 

Diver’s Weight 

Divers’ Lead Weight 1 Kg & 2Kg 

2 Nos. (Each) 

13 

Weight Belt 

Diver’s Weight Belt 

1 No. 

14 

Spare Air 

Air cylinder integrated with Breathing 

Regulator Unit and accessories like refilling 
adaptors etc. (Approximately 80 Litres). 

Shall be independent of the SCUBA Set. 

1 No. 


Diving Suit, Boots, Fins, Gloves, Diving Knife, Half Face Mask, Spare Air and Under Water 
Torch should have relevant EN approval/Standards as applicable. 

All the accessories shall be supplied separately with each SCUBA Set 


Documents: 

The following documents are to be produced: 

(a) General arrangement drawing giving overall and all important dimension and with sufficient details so that 
all standard equipment can be identified. 

(b) Operational Manual giving details of maintenance and repair instructions. 

(c) Test report of Cylinder, along with inspection certificate. 
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Warranty 

Warranty of 24 months from the date of supply. 

Selection: 

** Sample of SCUBA Set (Full Set) should be produced before the Committee for Technical Evaluation, which 
should be subjected to test by the departmental personnel. The final selection will be done as per the report of the 
testing team. 



Conditions 

1. Whether samples are essential 

: Pamphlets, Photograph, Drawings, CD etc. should be forwarded along 
with the Tender. Samples shall be produced which may be subjected to 
tests by the departmental personnel. 

2. Period with in which goods 
should be delivered 

: Within 90 days from receipt of supply order. 

3. Rates should be quoted 
including all taxes and 
transportation charge 
and rate of AMC. 

: F.O.R. Thiruvananthapuram. 

4. Payment 

: 100% payment against delivery at Thiruvananthapuram and 

acceptance by an acceptance committee 

5. Other Special Conditions 

: l.A Warranty of 24 months from the date of delivery of the item. 

2. EMD 1% of PAC in online payment. 

3. Security deposit 5 % of total contract amount to be furnished as 
mentioned in the Notice inviting e- Tender, which will be released 
after the expiry of the warrantee period. 

4. Any firm whose proprietor. Partner or Director is involved in a 
Vigilance Case has been charge sheeted and pending trial at court in 
connection with fabrication/ supply of similar product made earlier 
to this department/Kerala Government are not eligible to participate 
and shall be barred from participating in this tender. 

5. Anybody attempting to offer bribe or otherwise influence in any 
manner the officials of the Kerala Fire and Rescue Services or its 
supervisory levels in the Government will be disqualified 

6. Full stock/spares and technicians shall be available in India and 
service should be available for any repair or maintenance within 48 
hours of a call from this department. 

7. 0. E. M. Authorisation letter should be produced along with the 
technical bid. 

Office of the Director General, 

Fire and Rescue Services Headquarters, 
Thiruvananthapuram. 

Tomin J. Thachankary I.P.S., 

Director General. 
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r3(3<i£iocn) c3i3oa)l<03ffl1<06)2<mG5)o<m1 ora ol cmi <06) j cm 
85)lcmco)l mjG5)853 o®ip (7) 3I oi cm 85)0)1 m <03 0 

^ffloolGei^aojGseng85)060). 

10. a® cru . O0 (TO . 6) a®. CD) ] 60)1 O J <03 C/3 6)Cm<03^J ffllol 

C313S (52) G<06) 605 85)1 ei. (3)385)0)8)0 CTU£)0oJ CO 63)3C/3 BSleiO 

6U 6V) 

ai2,aicmo(mG<03(.ci3o moGtoesojeis ©gsij cmo6njcru)1^| 
Gtmoco^taio cm(3§1ne1<06)o aooesfflOG<06)6oec5)O6O). 

11. <0,00(3 (n-ic9>offlm2gg cm6)6)oj colcranlas) 3lciicma5)O)1co<03o 

85) 2 oJ 85)1 <03 8) mo cmi oJ 2 ^85)0)1 cm 0 <06)1 <03 Cpl 6T5T5) 0 853 

6)cm<0,^2 8)1 ol oi1s2 85)853 6)£Licg>2(ma))1co rarajcn era^motrn 
so<feco) <felcmoci3cn) cmc3§1oe1<06)g2<0>a3 oDoe3 8)O<06)1 

6) (D) <0,^2 8>1 Ol ms<06)l C110G63)36)ieG5)06O). 

12. G<mo(3 oj(3Gijcm' cmo6mcru)l^| G<0,8)g cm^<06)o^ 
ojjo 6)0^ sj nil ijl §jgg ai^aiemo< 0 ,c/3 < 0 , 00 oj< 0,0003 
ojoeil<06)joioa3 emonD^cmocooeo). 

13 . G<0,8)g enmo oi<0>2oj G<0>ocu)1ei2o nJ(3G^|cro 

mocoioieileijo coleioiloei so<fecn) oi2)OicniD<03g2o eto 
3c3aeiocm1cojo 6moa)<03mo6O). 

14. G ffl 6U 6) o_| S J 85)0)1 cmi 8)1 <06)2 cm COlffl<06) mO(3<06)C) 
ni1eiG<m<06)oc/3 c3raa)1<0,Gmo cm(3<06)o^ col oai cmi <m ]cm 
col8) <06)1 GO) <06)0C/3 <0,2S 2 85)GeiO (3)3) 6)6m 031853 6)S6)Tgc3 
coIojojocdIao og 6)ujc§)2cmco)O(mla)1<06)2o. 

(e«P 

Gcmooii2|853 G<iDooco)(.s1 cuiloilo3da3, (3)3cmiomo^'' Gneoocm 

o3)O6mo<0,2go. <0,6o3cmc3GOjg^. 
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Homoeopathy Department 

3<3<i£J0Cru nJOOD^o 

cnomcB 299i/6m1i/i7/sslr4)^.a®o.(iDl.o1. 2017 rarejaxTu 19 . 

anlraj cu cn ckd njjoo a)ai 6 ri 86 ) 2 cijl" csanoal cswo oj ra/lcs/ 

oacuilceffloS (5cft.oeg8sl6)ej (3i3>aiuD^(3i3)1(2&j<fl6> aio§(3 nDl(33§(3 
cftiO nJ^2(3la£l(S2)(8 OD6)6)aJ 6)iiJ<3g>J CTD (3)1(1) (2 00)0 OH (3) TO 33 

aj^ceanl tft.08, anno nj ao 63 no 8 a®ami oj ®1 ca 3 cnlcmjo 
chliaexru^ S(3oeio(n)jc&>o3 cMi6TTn^|jff)cft.oggjaDj. 

6 )SSTTe (3 (doikS—01/2016-17. 

(313)01 03^ 2Jgg m)OU)a)6313g26)S (UlfUfflCUJo n®(Tl)1(22() 

OlJcftjCfflJo (a® dft>(2Ba3o)-O10§(3 an1(38§(8 cft >0 nJ^fi)1aOCQ>(3 

01}6) 6) nj cm (TOlOl (l25 eil0(3 (,(5)1 g>03 016113-3 

a®6lj0o)-' 3,00,000. 

6)S6TT§3 C2nnOO(3I5)l6)(ljS oJlej : 

oreanraS—' 600 + GST. 

CTO 

®>nJ0«s3 ajcssuao—' 650 + GST. 
njc0D(3fy— 250 + GST. 

(3(3(iejooi} Gaiiooo QjloScOffljano rareoianoa) railcmoilccDjo 
cruadscujo (sonnlan 23 ( 26110 ))— 18 - 9-2017 6) 6) oic&qe an ®o 
3 m6TTolcus)ra. 

(5)nJ0(58 2JC6UOO-14-9-2017 ®ffl(Ucft)J(SODfflo 3 2611)1016)0. 

6)S6IT§3 (IDlldft. (ol <fl6)jaT) (313(1101)3 00 (5) 1(Q)85)1(0) jo 

(ruadSdJJo-18-9-2017 6}6)<U<S3jGOT)fflo 3.30 26001(116)0. 

6 )S 6 oe (3 oijotsojcoo railooirailaa^o 0D2(anijo—18-9-2017 

6)6KUcft)J(5OT0fflo 4 26001. 

<3(6 >i£J0fll) Ga£lOO(UJo OJICO 30o 03 6313gJo (5)06)(P 

Sn-ljeKlIajIgjgg g(23^0 0)01106)Cl3 eft.00 £1(52) (313)1 (03 OolcOOJo 
a®£10 (oJ CU^ (310)1 3l(11flD6313gl£Jjo 0)1c®jl(3) fflljcft. (313SsJ0(58 
eie^206or). aj]R>1o_jlij odSneioanjdft.ua ailu3B20(S2) n®aro1(22() 
ODaiTI(3)o [oJ6»it0io ODiraS 6)njdy(5) c&iCiiojcSjglraS 6)S6ris(3 
OOOUfflJo 6)S60eol6)03 GnJO^o OJ^cft(5) 2 0(52)1 e®6U6)o_|SJ(3T3)l 
(ID 2 (3 n_jl (2 >66)6115 (5)0611). 6)S6115(3 6)iJ(2IJOD (313)6)tft> (ijleicffijas 
1% (UfflJOT) (3)Jc&. 00lffl(3)L3(U^20a»2o ' 200-6)03 2JL3nJL(3)(3T5)l(58 
(.nJ0LQ2lc&> gSO11Sl(!fflSc06)o nJJffllo-jliJ 3(3oeiOODJca>a3 
00loail(3) (5)1(52) (5)1 >66) eft. o Lnjl(l3aDlo_|Ou3 (313)03" dft>6n3(B(S3g1oO) 
630aOlaD(8, 0)0161136)2(13" (2 nD 0 2l (2 (52) 0 ry (3)1 tfh 6) 2 (U)1 cft6) (38 
(StfeOCga, 6)a® (30 611)1 2J §o, 2 600 c06) 0 S oil. 63., 

(3)1 fflj (110103) nJjfflo-9 a® (TT) (111 £J 0 01) (313)1 (38 nj gl n/l ffll (2 >96) 
60g(3)J2 0 600 . 0)103)1(3) 3l(U0D(11Jo (Il^QDtU^o eft. tf>161515)" 

eje1cft6)joT) 33<^eiooDjcft>o3 ojffl1o)6m1cft6)joiK3)ej. 3(8<^eiooi) 
(3)JOc96)JOO) 31(1101)0 (313(110)1 Ol O) (ID 2 0 (52)1 (.oJeu^OojIcfteieioJSj 
eft. (52) 0 6) 600 fiftil (38 (313SJ(313) (nj (11^(313)1 3l(lJ0Do 3(8<iei0 ODJ dft>o3 
(3)jO<fl6)JOD(3)06rh. 

cftjjsjrairoS Ciilcijra63i3a3c96) a®ejo injai^(5i5)1 3l(ii0D63Bg1ejjo 
aOo£)lm)1(38 (313 (2 (1)1 o9dl >66)001^01) (5) 0611). 


No. 2991/B1/17/GHMCT. 19th August 2017. 

Sealed tenders are invited for the supply of Water 
filter cum Purifier for the use of Government 
Homoeopathic Medical College, Thiruvananthapuram from 
the competent firms/individuals. 

Tender Number—01/2016-17. 

Particulars of item required and Estimate 
(approximate)—Supply of Water filter cum Purifier 
(125 Litre Three in one—3 Nos.)—' 3,00,000. 

Cost of tender forms: 

Direct—' 600 + GST. 

By Post—' 650 + GST. 

Duplicate—' 250 + GST. 

Last date and time for sale of tender forms by post— 
14-9-2017, 3 p. m. 

Last date and time for sale of tender forms from 
office—18-9-2017, 3 p. m. 

Last date and time for receipt of tenders— 
18-9-2017, 3.30 p. m. 

Date and time for opening of tenders—18-9-2017, 

4 p. m. 

Tender forms and other details can be had from this 
office on payment of prescribed amount either directly 
or by post. Filled tenders with required documents should 
be submitted in separate sealed cover with an EMD of 
1% of total cost of articles tendered with a preliminary 
agreement in Kerala Stamp Paper worth ' 200 and the 
filled in tenders should reach the office of the Principal 
& Controlling Officer, Government Homoeopathic 
Medical College, lranimuttom, Thiruvananthapuram within 
the prescribed date and time. Only cash and money 
orders are accepted for issuing tender forms. Tender 
number and name of tender should be clearly specified 
in each cover while submitting tender forms and for 
other correspondence. Tenders received after specified 
date and time will summarily be rejected. If the date of 
opening of tender happens to be a holiday, the tender will 
be opened on the next working day itself. 

More details can be had from this office on all 
working days. 

Govt. Homoeopathic 
Medical College, 

lranimuttom, (Sd.) 

Thiruvananthapuram, Principal & Controlling 

Ph: 0471-2459459. Officer. 


Gaz. No. 36/2017/DTP (Stores Purchase). 
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Medical Education Department 

3(3>^ejO(Tu njocru^o 

(i) 

cncmai aml 2 -i 9496 / 2 oi 7 /au 6 ) 0 .(B( 93 O. 0 )l. 2017 ssjaoej 31. 

catlffljcucnamnjjfflo fflacuiltMcnS G(9>o(Bgsj rarajaajoJLtmlQslfflej 
6)001)1 (96)03 Cfl^ooru CSI.S0 a0Oi)CBOOge3l Qj1@OU)00)1(B£Jc86) 
ajlajlo) cruoa)(D 63 Ba 3 (Handrub, Triple A Battery, BP 
Apparatus, Nebulizer etc.) nj 063 Bjcmro) 1 (Bejc 9 S) mloaulan 

CSn£100C3irolRS8 02 L 3 C 1 I.I 3 J 3(3<^ejO<TUJca>C(3 c&i3d6m1n^1fflc9)033)aDi. 
3(8^ejocru mrasoBOo 6 )nj<^jcm cfceuoImjajc&glraS 3c3neioam 
0)011(3 ng)(PJ(l(!J) 6 n§«DJo (nil 0300)1 (t_|0o 3, 6)001)1(96)03 CB(9,0CBge3, 
(mlffljajcncrmrujfflo-695 on, e<ft,og n^cm cnlejoam00)1 08 
(fflracDJijlolcstSfflsnssnjaosrn. 3(3<^ejocrujca>a3 0 >o 6 )(p (Snj(300)1s)33 
«5)1c®«j)1 csxlejjo cruaa»«5imjo 0raeo_|3c/3 tiooss oocr»1 §jgg 
B^nejocru cruffl(3n_|1 ajojs)seco)o 0 raai (3 an ejoaj sj 
00)1 gal s;33 so oj osc®3 amocrnl rao^ 00>l03 

85)JO c9S)J cm (5)0 6 TT) . 6)6)01(9,1 cft.1§janD 3(3<iei0 00)2 (9,03 

njal 0 ) 6001 <96)2 00 ) 0 ) £J. 

B(3aeiorru ao) 0 ( 3 a _|1 c 86 )j tuoa3 0 )O 08 aJO(, 0 ) 33 Qjc 3 
an®. ag)o. oral. a 0 ^. aoonTarulraS 0raGrUc9i£fl<96)2onr)nJc99io 

mrejojos^aoc® 3^^0000 <SnO0O63i3c/3 anostf 6)(9,os200)l0l<96)2anr) 

[_oj c03O(Oo tmjc 83 caraSijooS eiel <as>i mo two 6 m. 3 c 3 <^ejoaru 
(SoD 0D63B03 6)0(930000 OoJ<gOa3 oJOSJgg«J)ej. OoJc96)Jc 9303, 
(Bojoearuss aruoom, (.ODOaOO n^jamlai 3 ( 3 nejooru 

(BoDoorarmloag ad ei as oral omul <9,01 <96)2 am 0 >£j. 3(3<^ejoam 
CB 0 OOO 0 oil. oil. oil. (3T5)CD)1 0T8OQKX)) <96)200)0) £3. 

3 ^riejoom mooj( 3 —15/2017. 

®TdSB3«53 «J)Jc03— Below ' 5 , 00 , 000 . 

ail O 0)(.3 01^0—1%. 

3 ( 3 <‘>ejoa\> Qooooorailaag ailej ( 0 ) 1 ( 9 , 20)1 aruool 0 )o): 

aolssIcnoS—' 1,570. 

CU) I] oil G(96)0 ' 785. 

c)6 gv) O 

3 ( 3 oeioaru dooooo ailoSceojanD (areaiamoa) cmlcoKmlcs^o 

ODfflCffiOJJo-15-9-2017, 3 2)60)1. 

3^oejoa))' CB 0 D 000 am j 1 (93 ol (96)200) oraaiamoo) 
0)loo)0)l(r»2o amaoo>iii2o—16-9-2017, 2.30 06 ml. 

3^oejocru 0)2Oc96)jaT> 0)1<n>0)1<i!)2o m)0a2>aJ2o— 

16-9-2017, 3 060)1. 

3c3rieioam O)l0c96) irDoemm^, 00)1 eil ©le (96)603 0)1cm0)1— 
31-3-2018. 

c 932 Sj 0 )o 3 oiIoj 0 6sbo 3 i.nJai200)1 ama OK 00 ) gu 
63Oo£)1aml03 0t3Qa)joailojo03 rareoltr» 0 on 2000 ) 0 6m. Qssnsd 
odsojs1c93o3 02amo1oQ)1o : |1ejOffl0) a)l§1ojt!C»(96)2arr)0)1(Ba)o 
ao1^00il(iiod)(96)2aT)0)1cBoo ggg 000 ) 1 ( 9,000 (.oila3am1o_|ogl03 
ail c 9 flil oi 0 ) a 0 coil 01 , 66)2 o. 


Details of Items 


SI. 

No. 

Name and 

Specification 

Required 

Quantity 


Consumables and Disposables 


1 

Hand Rub 

100 

2 

Triple A Battery 

100 

3 

Air Bed (Alphabed) 

10 

4 

Sterilizer (Large) 

2 

5 

BP Apparatus 

5 

6 

Finger Tip pulse Oximeter 

5 

7 

Nebulizer 

2 

8 

Needle Destroyer 

10 

9 

Side Rail Trolly 

2 

10 

Stainless Steel drum medium 

5 

11 

Stapler + Stapler pin Measuring Tape 

5+10 

12 

Proctoscope 

2 

13 

Airway Plastic-Adult 

500 

14 

Freka Tube 

400 

15 

Triple lumen(Central line) (adult) 

100 

16 

Triple lumen paediatric 5 

French central line 

25 

17 

Healex Spray 

10 

18 

Top 0 Plaster 

25 

19 

Dyna Plaster 

25 

20 

Opsite Dressing material 

10 

21 

SS Tray with Lid Medium 

5 

22 

SS Tray with Lid Small 

5 

23 

50 ml syringe 

100 

24 

02 mask Adult 

20 

25 

Cidex OPA 

20 

26 

Plastic Large Basin 

10 

27 

Cidex (Tray) Large 



Tender Schedule 


1. The period for which the rates to be in firm— 
One year. 

2. The rates should be inclusive of sales tax, and for 
free delivery at the department concerned, 
otherwise the tender will be rejected. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 
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5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessery) neatly typed. 
Manuscripts should be avoided as far as possible. 

6 . Tenders should be accompanied with a formal 
agreement executed in ' 200 Kerala non-judicial- 
Stamp Paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposits (One Percentage) of the 
total cost of the articles quoted for, can be 
remitted by way of crossed Demand Drafts drawn 
in favour of the Principal, Government Medical 
College, Thiruvananthapuram. 

8 . Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be 
rejected. 

10. Tenders submitted with insufficient Earnest 
Money Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstance. 

12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 
selection. 

13. Tenders should bear the signature and full postal 
address of the tenderers wherever necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specification confirm 
to the requirements in the tender notification. 

17. Tender will be opened in the presence of such of 
the tenderers or his authorized representatives who 
may present at the time. They should have valid 
authorization letters. 

18. More details can be had from this office on 
working hours. 

19. Amount quoted should be in Indian Rupees. 

( 2 ) 

axnj(3 avl2-22343/2017/aUS>a.(8<ft>0.«5)l. 2017 (3TD)C0(T1J 8. 

(mlajtuaiamnjjao fflacuil (floras <2(&>o<3gss/osaol cWiraS 
<2cft>CKBgg3 (3TD)<7D2oj(.(m1 nnodSaavl offl(i»a3 cocoas ailgocnraiml 
eei<flo ailajlcn avou)ai63B(/3 (S. S, Drum, Tray with Lid 
Artery Forceps etc.) ajO6m3j(m(ml(seic0S)/ail(ma6nio 
(mleeidsa (nlosulim GnnooaimlraS ajiBaj^j B(8^eio(roj<ft>a3 
dMd6m'1ii.pg) I ft)0BBi(rm. 3(3<^eioonj (arasceao ffluja^jann aoioIodj 


ajcft>glra3 3(8<^eioaru ooookS n0<pjG(m6n3(mjo (.njIrnSoulojoaS, 
6)aajDlc06)«53 e<03O(Bg83, (mlajaicnamnjjao-695 on, eaiag n0(ro 
(uleiooruarmlraS aracQiijlalGcaosnetmjaosrn. 3(3<ieio(ro2<ft>(/d 
(mo6)<p Gnj(3(arm1si33 (mldstmlooflejjo ovaaDarmjo raraeojoaS 
cioossaocffilgjgg 3(3^eioom ovatSojl^iairajascBofflo rareaidi ^jja 
(mmaojsiarmlmjlsiBB n®sogjffloajs)SG(i»o (ruoanlran^armlaS 
(mjO cSfflJ (TTD 85)0 6TT1. afflOJt&d <ft,1§J0D B(3<T£10 ovj <a>(/3 

nj al co 6ml c 0 Oj on tm m. 

s(3n£joai) oua(3o_|1 <ss)j nioo3 (moraSnj aj, aj gg cik3 
610 ®. O0O. ool. O0oj. 630oO°l(Tu1(a3 (3TDGoJ(fti9dlc06)J(TT)oJcMdo 

rarajcuaa^aocQ) B^^eioai) Gonoo63T3u3 tmo6)s> OcajOsjaimlaltSOjoD 

(.ojtfeoao (mjcft> raras eiel ss>] ono (mo 6rn. BdS^ejooi) 

Ga£ioo63r3o3 aac&aogo 6)ojt^oo3 njosjggtmei. aoJcS6)jca>a3, 
Gojogouss auoam, Locoodg n^arolaj 3(3<^eioou 

Gonoorarmlfflai] nileiasocffil ai)il<ft>a1ces)jaT>(mej. 3^<^eioou 

Goiiooo ail. oil. oil. (3TD)CQ)1 araocfficBOjontmej. 

B(8<1£130U 00011(3-39/2017. 

rarasaraS (mjcft>—Below ' 5 , 00,000 
oflatm 13(10,0— 1 %. 

3^<^eioou Goooorarmloc^ oilei (oi1ca>j(ml ouobltmo): 
aolssloiaS—' 1 , 570 . 

0JDUoilGc96)d-" 785. 

c)9 6\) O 

B^^ejoom Gooooo (ulraSteeijon (araaiavocn (mlotmloDjo 

OUfflCQiaiJo-14-9-2017, 3 2)6m1. 

BtSoeiooi) Gooooo ouilcO) al coffljeno (matuonooi 
(ml (s» ail as jo ouaiasaijo— 15 - 9 - 2017 , 2.30 i 26 ml. 

B(3neioou (mjOtsajoT) (mlastmlasjo ouaasaijo— 

15-9-2017, 3 <26ml. 

3(3oeioou cnla<ea LoJosoiej^armleilalGcoasns (mlastml— 

31-3-2018. 

AjsjtmraS (iiloi a 63T3o3 (.<^< 0 Jj,raim 1 ovaasratm gon 
630 o£i1od1(o 3 rareGoiioadlojoraS mreolasoaijanoimoern. 6)S6ng(3 
aiSoJslcft)<A mjcmolaslojlejoeKm oil§l aias<s6)jontmlecno 

ail(3raimlajaso96)2(m(mlG(no ggg (3racju1<ft>oao LoiloSoulojoglaS 

oil .sail oj (m m 0 asl al <s6) j o. 


Details of Items 


SI. 

Name of the 

Specification/ 

Quantity 

No. 

Items 

Unit 

Indented 

(1) 

(2) 

(3) 

(4) 

1 

SS Drum—size 9 x 9 

Joint less 

20 Nos. 


Small 

ISI Mark 


2 

SS Drum—size 14 x 9.5 

Joint less 

50 „ 


Medium 

ISI Mark 


3 

SS Drum—size 15 x 12 

Joint less 

50 „ 


Big 

ISI Mark 


4 

SS Sterlizer—Medium size 2000W 

20 „ 

5 

SS Sterlizer—Large size 

2000W 

5 Nos. 
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(1) 

(2) 

(3) 

(4) 

6 

Tray with LID—size 

9x9 Small 

Size 9x9 
Small 

50 Nos. 

7 

Tray with LID 

Size 14 x 10 
Medium 

50 » 

8 

Kidney Tray 

Medium 

50 » 

9 

Cheatle Forceps with Jar 

Anti Rust 

25 » 

10 

Needle Holder 

Anti Rust 

150 » 

11 

Clip Remover 

Anti Rust 

50 » 

12 

Allies Forceps 

Anti Rust 

150 » 

13 

Artery Forceps-Stright-6 

Anti Rust 

200 „ 

14 

Artery Forceps-Curved-6 

Anti Rust 

200 » 

15 

Mosquito Forceps 

Anti Rust 

150 » 

16 

Scissores-SS Medium 

Anti Rust 

16 inch 

120 » 

17 

Scissores-SS Small 8 inch 

Anti Rust 

120 „ 


Tender Schedule 


1. The period for which the rates to be in firm— 
One year. 

2. The rates should be inclusive of sales tax, and for 
free delivery at the department concerned, 
otherwise the tender will be rejected. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessery) neatly typed. 
Manuscripts should be avoided as far as possible. 

6 . Tenders should be accompanied with a formal 
agreement executed in ' 200 Kerala non-judicial- 
Stamp Paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposits (One Percentage) of the 
total cost of the articles quoted for, can be 
remitted by way of crossed Demand Drafts drawn 
in favour of the Principal, Government Medical 
College, Thiruvananthapuram. 

8 . Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be 
rejected. 

10. Tenders submitted with insufficient Earnest 
Money Deposit will not be entertained. 


11. Belated tenders will not be considered under any 
circumstance. 

12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 
selection. 

13. Tenders should bear the signature and full postal 
address of the tenderers wherever necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specification confirm 
to the requirements in the tender notification. 

17. Tender will be opened in the presence of such of 
the tenderers or his authorized representatives who 
may present at the time. They should have valid 
authorization letters. 

18. More details can be had from this office on 
working hours. 

19. Amount quoted should be in Indian Rupees. 

(3) 

mmj(3 rn5l2-ii87i/20i7/rru.6)ia.csca)0.(m1. 2017 raiajtocru 8. 

(mlffljtucnorOTojjoo oacujlcWiraiS e<ft>oegs (3r$c0jnj(.(5)1<53)l6)ej 
6)(®aoa (rulcM mrajojf <a> 0 (3cudecm 0 ajocru <&,] ei(3 

aucSssol culeocnRsimltseiceffl crudSefltSoraS c036n3amyfflsm1<Acru 
(Baumgarten wire Twister, Tubing Clamp with Guard 8” 
etc.) OJ0 63BJrm «5)1 Geiteffl/oilcj)(a6mo cm ®)1 eeicea 

onload®) e on o o rai3)1 ®3 aj(.3aiij 3(3 r »eio onj <ft>u3 
cMdsm1^|j6)c03Oggj<mj. 3(3^ejO(Ti) rarascsoo 6)nj<3g>jcm c&ojolonj 
aj<ft.g1(53 33>^eiocru <nani(3 n0s>j(B(5)6Tig(5)3o (.njlcdcruln-iocd, 

6)a(U)1c96)(53 (5c9>0(Sg83, (3)l0JcnCnCI5)nJJ0o-695 Oil, (SdOjfflg n0Om 
culeiocnxoToflraS c3rec53>njl0lcBce6)6n3(5)O6m. 3(3™ejocn)jc&>o3 (3)06)cp 
<5nJ(3(515)1S)33 (3)1 (53) (5)1 (53)1 £JJo (TU12K53)(3T3)Jo (318(5(^003 aDOSSOO 
a3)1§jgg 33>^eioom cmatSojl^Qiajsisecssio raiaai3 n_ijac5)£j6)n_| 

5) (313)1 (53)1 S ) 33 a® S3(lgj fflO fflj 6)S(S<S3)0 01)007)1 3D(313)1 (53 

(5)jo csaj am (3)0 srr>. 6)6)C3<0j1c&>1§jcm 3(3^0 cruj <a>u3 

oj 31 a) 6ml coo j cm ®) ei. 

3(3‘•^eiocru ai)ac3n_|1 <ss)j nioci3 (5)0®3nj oj, aj gg oi3 

6) 00. O0O. (nil. O0oj. 63 Oo£ll 01)1(53 (3re(BnJdMd1c96)JCTT)nJdMdo 

(313)0108^30(53) 3(3^001) (So£l00631303 (5)06)S> 6)ca>0SJ(3l5)1a1<S6)JCm 
(.ojtfcoao (5)jcft> (318s ooB eielc06)jcm(5)06m. odS^ejocru 
(5o£ioo6313o 3 6)6)c&)aogo 6)ojt^oo3 ojosjgg(5)ei. 6)oJce6)jca)C3, 
(SoJOCBcross 00)003, Lnuonoo n0am1oj 33>^eiocn) 
<5 a£) 00(515)16)0$ 011 (53)0(53)1 ODjl<ft> ffll ce6)J OD (5) &J. ORINOCO) 

(BnOOOo Oil. nil. nil. (318)(53)1 (3T8C53)<53)c06)jmr)(5)£J. 

33<^eioon) mam3—40/2017. 

(3i8S8a>(53 (3)jcft,— Below ' 5,00,000 

01 ) 10 ( 5 ) 1 . 300)0 - 1 %. 
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3(3^ejoanj GafloorarrnlfflajS ailm (cn1cft>ja5)1 cruarilcno): 
adlsIcnroS—' 1,570. 

CUJUnJlGcSfflO-' 785. 

09 6V O 

(3(3ciejocru Gacooo ajIoScOSijcm raraaicruoa) anleffianlcrajo 
cruacsxnjo—u-9-2017, 3 asml 

odSoeiocru (Bnnooo cruj1<ft> o1 oBfiijcnr) (aracncruocn 
(mlco)8S)l<s3)jo cruacoxujo—15-9-2017, 2.30 msml. 

ra^'^eiocrw (in jo csajon anlofficmloDjo cruacmojjo— 

15-9-2017, 3 2)617)1. 

<3c3o£ 10CT1) ODlfflcSfi) (nJO STU £H, 8513)1 £jlffl1(! <065 STB 85)1(12)85)1- 

31-3-2018. 

c&>JSJ 85)853 OllOJ ffl 63B03 (,nJOJJ8585)1 CTO£2) CQ)85T3) gD 
aonolcrblssS raraGcnioaflijaraS raraolcmoaijaTHmosn). 6)ssns(3 
CDS aJ si C&.a3 2DOT) Ol Cffil o_|1 £106)85) 0)1s1ajcr» c9S)l CD) 85)1 GCDO 

o aJ 60 * 1 2 3 4 5 6 7 8 9 10 11 o 

CDl^85ti5)1ai<S2)c0S)J(TDa5)1CBCnO ggg C3T3CJDlcft,08)o DDla3m)1n_|Og1a53 
cnl cftail nJ 85) ffl 0 Cffil 8)1 cBS) J o. 


Details of Items 


SI. 

No. 

Description 

(1) 

(2) 

1 

Baumgarten wire Twister, with imported Tunston 
Carbide Jaw 6" 

2 

Baumgarten wire Twister, with imported Tunston 
Carbide Jaw 8.25" 

3 

Duval Lung Grasping Forceps 25mm 9" 

4 

Wire Cutter with Tungston carbide jaw 6" 

5 

Finochitto Needle Holder 8" 

6 

Tubing Clamp with guard 6" 

7 

Tubing Clamp with guard 8" 

8 

MayoHeggar Needle Holder, with Imported TC 
jaws 6" 

9 

MayoHeggar Needle Holder,with Imported TC 
jaws 7" 

10 

MayoHeggar Needle Holder,with Imported TC 
jaws 8" 

11 

Cooleys Mitral Valve Retractor, Left 

12 

Debakey Vascular Dissecting Forceps 2mm 
Jaw 6" 

13 

Debakey Vascular Dissecting Forceps 2mm 
Jaw 9.5" 

14 

Deba.Vasc. Dissecting Forceps 2mm Jaw 
Angled 6" 

15 

Debakey Vascular Dissecting Forceps 2mm 
Jaw 8" 

16 

Mastoid Self retaining retractor curved 6" 


00 ( 2 ) 

17 Dissecting Forceps, Non Toothed 5" 

18 Dissecting Forceps, Non Toothed 6" 

19 Dissecting Forceps, Non Toothed 7" 

20 Dissecting Forceps, Toothed 5" 

21 Dissecting Forceps, Toothed 6" 

22 Dissecting Forceps, Toothed 7" 

22 Langenbeck Retractor 25 x 30 mm 

23 Debakey Peripheral vascular Clamp 60deg ang 7" 

25 Debakey Peripheral vascular Clamp 90deg ang 7" 

26 Berry Sternal Needle Holder, Heavy with TG 
jaw 8" 


Tender Schedule 

1. The period for which the rates to be in firm— 
One year. 

2. The rates should be inclusive of sales tax and for 
free delivery at the department concerned, 
otherwise the tender will be rejected. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessery) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 
agreement executed in ' 200 Kerala non-judicial- 
Stamp Paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposits (One Percentage) of the 
total cost of the articles quoted for, can be 
remitted by way of crossed Demand Drafts drawn 
in favour of the Principal, Government Medical 
College, Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be 
rejected. 

10. Tenders submitted with insufficient Earnest 
Money Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstance. 


Gaz. No. 36/2017/DTP (Stores Purchase). 
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12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 
selection. 

13. Tenders should bear the signature and full postal 
address of the tenderers wherever necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specification confirm 
to the requirements in the tender notification. 

17. Tender will be opened in the presence of such of 
the tenderers or his authorized representatives who 
may present at the time. They should have valid 
authorization letters. 

18. More details can be had from this office on 
working hours. 

19. Amount quoted should be in Indian Rupees. 

(4) 

cocnj(3 rnil2-26083/20i7/cru.6)[2.(Sca)0.8S)l. 2017 raigicom) 9 . 

railffljniaoamnjjfflo 6 ) 2 iajL> 1 c 06 >ra 8 Gc&ocsgss rai^aajnJirailcmlraej 
eanooa3croltfti fflaaolcrblaS (uleocoraioyiG&icSS) Instruments 
and Disposables (Clamp, Probe, Surgeon’s Mask, 
Surgeon’s Cap etc.) ojossnjcmrafleejcea/ajlrairasmo 
(wleeicM mloailra) GanoorannlraS ajiBaj^j 3(3^£jo<Tuj<ft>a3 

c9i3d6m1iqiad3iOBB]cm]. 3(3<^eiocru raresceao fflujajjcm taaiolmj 

ajc&glraS (3(3‘‘>ejocru mmidS n®(pjc«n6rB(wjo oj^cMD motml 
rujoln-jlT] fflaj§1«5Kr)1fflj«5Tmejjcft)(A gDej06)«n (.njlnarruliTjoaa, 
6)2)CU)1ce6>(33 (Bcft>0(Bg82, (3)l(a2CB<TKTOnJjfflo-695 Oil n^OD 

ailejocruraioyiraS (3re<m^jla1(Bc06>6ii3<3)2fflO6m. b (3 <^ei o an 3 cft>«3 

(0)06)(P (5^1(3(010)1 §jgg «5)Tc!fflOT)1cS3)1ejJo 01)2) CD) (010) Jo raiaCBijpoS 

tioos 00 cml §jgg 3(3<iejoan cruacSnjl ai aj nsecffio 
{ffloauS juiffltmmfflfjsiotmlmilsiss L^®l<Tduil[Z)OBj6)SCBcmo 
onooml au^ raio)1ra3 ra>jo asoj am rato 6m. 6)6)ciica>1 ca>1§jam 
3(3<^eioarujcft)U3 rualcoemlcsajamraiej. 

B (3 <^ei 0 cro cruatSajl cosij ojon3 OT>oro8nja>,gu33(U(3 
oacuilcesKoS <5<ft>ocigss 630a£)1an1ra8 (3i3enJcMfl<flS)j<moJcaado 
miBjOjao^aocffl G^'^eiooru Gn£ioo63i3c/3 (0)06)ip fflcftiosjraioilffllcoffljam 
(.nJcftiOOo (Oljcfti (313Sij0(08 £J (§1 c06) J 01) (0) 0 6 TT) . 3(3'^eiO(TU 
(Sa00063B(/3 sa*aooo 6).n_i<§>oa3 njosjgganej. o^jcaojcftiaS, 
csnjoearus anorni, cuflaocijf (.odociDO n^omloi 3(3^ejoan 
duo 00 ( 010 ) 1 6> ojj oil memo (nil oruilcSjalcflojcmcnej. B(3n£ioan 

(SoOOOo oil. nil. nil. (319)(m1 (318CQKS))cS6)J(m(0)ej. 

3^rieiomj mmj(3— 41 / 2017 . 

(31dS83>(03 (O)Jc03— Below ' 5,00,000 

ml a ( 0 ) (. 301 ^ 0 — 1 %. 


3(8<iejoan (SciOOO(oio)l6)r^ oilei (m 1 tft.j( 0 )l crunolaio): 
aolssImaS—' i,580. 

(U)Uojl(Bc9®f>-' 790. 

e )9 6 V) O 

B^<^ejoom ffiaoooo ojl(o3c0S)j(m mreojcroom anlcmraOcffijo 

(ruacffiOJJo-14-9-2017, 3 a6ml 

B(3neio(ru arnica. al cosijom raiaojcruom (oilaauoilaajo 

(Tuacoxujo-15-9-2017, 2.30 3611)1. 

3(3aeioai) ( 0 )jo<s 6 )jcm toil era toil oajo anacmaijo— 

15-9-2017, 3 a6m1. 

3(3nejom) mlfflcK) L^osnj£n,(oio)l£j1ra1(ic86)6ne ra>1cm®)1— 

31-3-2018. 

cftqsjtouoS oiloi a 63i3o3 (.nJOj^raiaVl on a cm (oio) gam 
630nn1cm1(o3 raiaeminail^ioraS (3i9ol<r»oojjcm(0)0 6m. as6ne<3 
msnJs1cft)(A ajcmolcoilnjlejoara) m1§1 m cm <S6) jam ratio mo 
m1(3(oro)1ojcmo96)jcmra)1(smo ggg rare ail <ft>orao (njla3au1n_|0g1(33 
ml <Mdl nj ( 0 ) a o crnl al c96) j o. 


Details of Items 


SI. 

Surgical Instruments and 

Quantity 

No. 

Disposables-Forensic Medicine 

Required 

1 

Clamb-Stainless Steel-serrated with 
teeth 20cm long 

30 Nos. 

2 

Probe-Stainless steel metalic rode of 
circumference 0.5cm. 

10 „ 

3 

Chisel-Stainless steel heavy metalic 
handle 12cm blade 15cm length 
and 4cm width 

10 „ 

4 

Heavy knife for skull removal-Heavy 
metal iron single edged knife with 
wooden handle length 12cm, iron 
blade length 20cm and width 12cm. 

6 „ 

5 

Heavy iron rod with handle-Heavy 
metal rod of handle length 12cm and 
rest 22cm circumference 5cm. 

6 „ 

6 

Steel scale-Metal scale of 30cm long 

50 „ 

7 

Steel Tray-Stainless steel tray with lid 
12 " x 8" 

20 „ 

7 

Surgeons mask-green colour 

50000 „ 

8 

Surgeons cap-With elastic all around 

50000 „ 


Tender Schedule 


1. The period for which the rates to be in firm— 
One year. 

2. The rates should be inclusive of sales tax and for 
free delivery at the department concerned, 
otherwise the tender will be rejected. 
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3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessry) neatly typed. 
Manuscripts should be avoided as far as possible. 

6 . Tenders should be accompanied with a formal 
agreement executed in ' 200 Kerala non-judicial- 
Stamp Paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposits (One Percentage) of the 
total cost of the articles quoted for, can be 
remitted by way of crossed Demand Drafts drawn 
in favour of the Principal, Government Medical 
College, Thiruvananthapuram. 

8 . Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be 
rejected. 

10. Tenders submitted with insufficient Earnest 
Money Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstance. 

12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 
selection. 

13. Tenders should bear the signature and full postal 
address of the tenderers wherever necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specification confirm 
to the requirements in the tender notification. 

17. Tender will be opened in the presence of such of 
the tenderers or his authorized representatives who 
may present at the time. They should be have valid 
authorization letters. 

18. More details can be had from this office on 
working hours. 

19. Amount quoted should be in Indian Rupees. 


(5) 

mcmdS arul5-22065/20i7/cru.o2i.(Scft)0.«5i1. 2017 raccoon 11. 

(O)l0j(na)ci5)njj0o 6iaan1 cesiraS (?cft>o(8g8sl0£j 6 iiksc 2)0 
6)ca>o1<TO(.s1 oileocn(015)1 eeicssi ol a®s3c$jtft>c/3 ai063i3jam 
co) 1 csejc 9 S) mlusulto) Ga£oo( 5 io) 1(53 ffljiflaiij < 3 (3‘■>£ 10 mi 3 cft>c/3 
cM/ 6 in 1 ^|j 0 <ft,oggj()nj. 3c3^>£ioan rarascKio 0 ij<sj>jan cftcnolonj 
ajcftglraS a(3‘^£ioctn a)(nj(3 n£)<pj(B(0)6n3(3)jo (. nil a3an1n_|o c/3, 

02KU)1c30(O8 Gdft.OCBgsi', (O)l0JCHO)aO)nJJ0o-695 Oil, Gcfti0go 

n£)cm oileioon(0T5)1ca3 (3isc2>;ijl0l(BcS06n3(O)O6in. 3(3n£ioonj<ft>c/3 
(5)06) >P CnJ (8(010)15133 (0) 1(2) (0)100)1 £1 Jo OU (2 CD) (010) Jo (BreCn-JOC/S 
nT)083 00 (2)1 §Jgg 3c3™£J0Cin Om2(3n_j1 jjJ (11 fflj 0SGC2)0 
(315(11(3 nJ 1 2H0) £10 nj S1 (010)1 (2)1 S1 33 n® S3($ J (210 0J 6)S(S(2)0 
onooiil anjj coio)1 (o3 «5)jo cefflj on (5)0 6n). 6)6)(Hcft>1 cft)1§jon 
B(3™£JOOnj<ft>C/3 nJ0lo)6m1<fl6)J(n)(O)£j. 

3(3‘^£ioon an 21 (3 n_p <s 0 j cnoa3 toiocoSnj 0 j, aj gg cii(3 
6)aru)1c96Ko3 <s<ft>oegs3 630m£lan1(o3 c3reeoJcftfld1c06)jcmoJcMdo 
raiajaiaajjiaocQ) B(3o£ioan cBa£0O63Bc/3 (O)O 0 <p 0c9josjcai5)l0l<s0jan 

(.nJefliOfflo C0)Jcft> (315S^J0C03 £11§1 c96) J (10) (0) 0 61T) . 3(3o£J001) 
Ga£)0O6513(/3 00cft>2)OC)o 0nJCg>Oa3 nJ0SJgg(0)£J. 0.nJcS0Jca>(/3, 
(BnJOGOnSS onooil, LUDOnOO n<J) onl (11 3(3‘^£10(in 

<So£oocoioil 6 ) 0 ^ ml£j< 2 )0(2)1 onilcftcolc96)jon( 0 ) £ 1 . 3(3‘">£10an 

(BaDOOo (111. nil. nil. (315)C2)1 (315(2)<2>c90jan(O)£l. 

3(3o£1001) 0)011(3-48/2017. 

(315SEft»(03 (Oljcfti-' 2,20,800. 

oil 0 ( 0 ) tacn^o— 1 %. 

3(3n£ioan (Sn£oocoioil 00 ^ (iil£i (o)1ca>j(0)1 crunolcoio): 

63bls10)(03-' 790. 

(U)Uoj1cBc96)C)-" 395. 

c)9 6V) O 

3c3o£ioan CnDooo (nlco3cS6)j(m oraeuanocn (0)1<2)(0)1(2)jo 
onacoxlljo-15-9-2017, 3 126ml. 

3 (3o£ioon onilcfti 0I >ft6)jon raiaciianoa) (0)1(2)(0)1<2)jo 

onacoxlljo-16-9-2017, 2.30 2)6n)1. 

3(3o£10(in (0)JO<S6)JCm C0)1(2)(0)1<2)jo 0n2K2)(llJo— 
16-9-2017, 3 2)60)1. 

3 (3(>£ioon O)l0c90 Lo-iosni&Ji«5io)1ej1olG<es)sne ®)1(2)(0)1— 

31-3-2018. 

eftijsj (0)co3 oil (ii 0 631303 onac2)C5io) gon 

630n£lon1(03 (315(80)1<n3d1 nJ0(03 (313Ol < 2)0 ( 11 J 00 )( 0 ) 0611 ) . 6)56113(3 
o)s nisi eft. c/3 m j on ol (2)1 n_|1 £ 100 ( 0 ) rnlglonmcftojon (0)1 ecno 
o)1(3(oro)1cij(i»<fl0jon(5)1(so)o ggg (3i5<ju1<ft.o0o (n-fluSonln-jogltoS 
0)1 eftddl nJ (0) 2) 0 (2)101190 J o. 


List of Items 

SI. Name of Items Quantity 

No. Required 

1 Normal QC Third Party QC (Biorad) 75 Nos. 

2 Pathological QC 75 „ 

Third Party QC (Biorad) 

3 HDL Direct 2000 ml. 

4 LDL 100 ml. 
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Tender Schedule 

1. The period for which the rates to be in firm— 
One year. 

2. The rates should be inclusive of sales tax, and for 
free delivery at the department concerned, 
otherwise the tender will be rejected. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessery) neatly typed. 
Manuscripts should be avoided as far as possible. 

6 . Tenders should be accompanied with a formal 

agreement executed in ' 200 Kerala Non- 

Judicial-Stamp Paper together with required sum of 
Earnest Money Deposits. 

7. Earnest Money Deposits (One Percentage) of the 
total cost of the articles quoted for, can be 
remitted by way of crossed Demand Drafts drawn 
in favour of the Principal, Government Medical 
College, Thiruvananthapuram. 

8 . Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be 
rejected. 

10. Tenders submitted with insufficient Earnest 
Money Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstance. 

12. For Medicines, Surgicals and Materials, samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 
selection. 

13. Tenders should bear the signature and full postal 
address of the tenderers wherever necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specification confirm 
to the requirements in the tender notification. 


17. Tender will be opened in the presence of such of 
the tenderers or his authorized representatives who 
may present at the time. They should be have valid 
authorization letters. 

18. More details can be had from this office on 
working hours. 

19. Amount quoted should be in Indian Rupees. 

( 6 ) 

0)011(3 Ol)l5-24O5O/2O17/OU6)a.G<0>O.(O)1. 2017 (3ia)CD(T\) 14. 

RS)1fflJ(UCD(TO)oJJfflo 61 a cull <06) (03 8c9i 0 G g S3l 6) QJ 

6niG®o 6)<0> aloiusl oileocntoioil g ei <bq 6)<0>a1<061012<0>c/3 
(20 6DCD 6313 (/3) OJ063BJ OD (0)1 GOJ<06) U)1o5lil(0) G nO 0 O (010)1 (03 

ajiaaiiy 3(3^£iocnijtftiC/5 caai6nil^jj6)c9)Ogg2fmj. a(3r*eiooi) 
rardScS6)o ol cnj aj<ft>glraS acSneiocru oxtikS 

tif)tf>jeca) 6 n§( 0 )jo cu^< 0 <a)ao ®1 nijolnjliy naiglcotoilojcoroieijcejaS 
goej 0 61 ( 0 ) (. «j 1 n3 crul (jj 0 a3, 6> a ojl>1 < 06 ) (o8 eAoegs, 

(0i1(0jaj(na0iojjfflo-6950ii n® cm ail ei o on (oroil to3 
(3Td(D)ajl(o1(8ce6)6ne(aio6ni. B(3c*e)OOD2<ft>u3 ( 0106 MP Gnj(3(0i0)1si99 
(ail® toil coil£ijo crua cnxaroijo rarcGnjouS anog? m o ®1 s)99 
3(3<^eiocni ona(3njlijajffl26)SG®o raiacutS njjSKOiejsiajsjtoroil 
olgjgg u^™iro1ui1ca>gjcsscB®c) oi)ooi)1aLM>(oio)1(o3 (oijo<fl6ij 
gd(0)06it>. 6i6ioj<a)1<ft,1§janri B^neiocnijt&c/d njffl1a)6ii)1<06)2OT)(o>ei. 

B(3(i£jocni crua(3n_|1 <s6ij cuoo3 toiotaSnj aj gg cik 3 
6iaru)1c96)(o3 G<0>OGgs3 630 o£]1gd1(o 3 (oraenJcftadlcoeijcrrirUcMdo 
raiajoioa^ao® BcS^eiooi) Gnnoo63i3u3 ( 0 i 06 is> 6 )< 0 >os 2 coio) 1 (a 1 < 06 ) 2 on 
(.oj<a,offlo (oijca> raras^jocoS oielc66ijcmraio6m. adS^eiooi) 
Ga£l0O63Ba3 6)6)<0jaOOo 6)nJCg>003 nJOSJggtOiej. 6).nJ<06)2<ft>a3, 
OnJOGtmss aruoanj, ru)1aoa^'' icuoo nog ng)(TT)1aj Bc3c*eiooi) 
G aO 00(010)16) 0?) (UlOJ®0®1 Ol)jl<0> (Ol c96)J OD (0) Oi. B(3e*ei001) 
GnDOOo ail. nil. nil. (319)®! (3IB®® <06)201) (0)01. 

3(3<^eiOO)1 0)011(3-49/2017. 

raias&toS raijc*—" i,46,650. 

0)1 (0(01^.3(11^0-1%. 

3^nejOO)J Gnd 00(010)16)0^ ClilOl (OllcOqtOll OUnbltOlo): 

63OlS3lG)(03-" 630. 

0JDUnilGc96)d-" 315. 

c)9 6V) O 

a^^eioou Gnoooo (ulraStoeijor) oiacuonooi ( 0 ) 1 ®( 0 ) 1 ®jo 

01ia®(11Jo-15-9-2017, 3 a6TT)1. 

B(3neiooi) Gnoooo ouilca. ol ce 6 ) 20 D (oracuoDooi 
(0)1®(0)1®Jo O1)a®ai2o-16-9-2017, 2.30 a6TT)1. 

B(3a£jofli) (0)20<s6)20D (0)1®(0)1®2o oua®ai2o— 

16-9-2017, 3 a 611)1. 

3(3o£iooi) oilocoa Ln-iosniei^ioioileilolGcoeiens (0)1®(0)1— 

31-3-2018. 

<a>]S2(0)ca3 ail ai o 6313 c/3 ona®«5io) g>® 

650nn101)1(03 (OiaGOIInUlnJOtoS (31301 ® 0 (U2 OD (0)0 611) . 6)56115(3 
O)SnJSl<0>(/3 ajOO) ol ®1 n_|1 ei06)(0) O) 1 §1 (11 ® <0612 01) (0)1 G 0)0 
0)1 (3 (010)1(11® <06)2011 (0)1 G 0)0 ggg (3iacu1<ft.0fflo (nil (l3 01)1 n_j0g1(03 
0)1 <Mdl nJ (0) a 0 ®1 ffll <06)2 o. 
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List of Items 


SI 

Name of Items 

No. J 

Pack 

Size 

Quantity 

1 

Bovine Serum Albumin Powder 

5gm 

25 

2 

Cone. HCL 

500 ml 

200 

3 

Sodium Hypochlorite Solution 

5 Ltr 

25 

4 

Albumin Flakes (Egg) 

100 gm 

3 

5 

Phosphate free extran 

5 Ltr 

15 

6 

Creatinine 

100 gm 

5 

7 

Fructose 

500 gm 

2 

8 

Ammonium Sulphate 

500 gm 

25 

9 

Sodium Taurocholate 

500gm 

3 

10 

Thiosemicarbazide 

100 gm 

1 

11 

Cadmium Sulphate 

100 gm 

1 

12 

Diacetylmonoxime 

500 gm 

1 

13 

Zeolite 

500 gm 

2 

14 

Isopropyl Alcohol 

500 ml 

2 

15 

Butanol 

500 ml 

4 

16 

Lactose 

100 gm 

5 

17 

Sucrose 

100 gm 

5 

18 

Pentose 

100 gm 

2 

19 

Maltose 

100 gm 

2 

20 

Amino Acid Kit with homocy¬ 
steine for Chromatography 


1 


Tender Schedule 


1. The period for which the rates to be in firm— 
One year. 

2. The rates should be inclusive of sales tax, and for 
free delivery at the department concerned, 
otherwise the tender will be rejected. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessery) neatly typed. 
Manuscripts should be avoided as far as possible. 

6 . Tenders should be accompanied with a 

formal agreement executed in ' 200 Kerala 

non-judicial-Stamp Paper together with required 
sum of Earnest Money Deposits. 


7. Earnest Money Deposits (One Percentage) of the 
total cost of the articles quoted for, can be 
remitted by way of crossed Demand Drafts drawn 
in favour of the Principal, Government Medical 
College, Thiruvananthapuram. 

8 . Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be 
rejected. 

10. Tenders submitted with insufficient Earnest 
Money Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstance. 

12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 
selection. 

13. Tenders should bear the signature and full postal 
address of the tenderers wherever necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specification confirm 
to the requirements in the tender notification. 

17. Tender will be opened in the presence of such of 
the tenderers or his authorized representatives who 
may present at the time. They should have valid 
authorization letters. 

18. More details can be had from this office on 
working hours. 

19. Amount quoted should be in Indian Rupees. 

(7) 

cnmidi arul5-i3239/20i7/<mffla.Gta>o.«rfl. 2017 (majiDoru 14 . 

(mlffljmcncnnrdjfflo fflacuilcaoraS GcfcOGgsdaej raramogal 
culeo cn rarml dejcsffl 6)ca>m1 caoeij <ft>c/5 ojossbj cm ®fleeicW) 
mlaailcs) g ad 0 o rarrol ra3 <3(8 r>eio cruj <ft>c/8 

cMdsml^ijfflcfcoggjaDj. radSoetoam orascMo cfecudlcnj 

ajc&gloS adSoetocru mancS n^tpjGGnsraotjo (. rdl a8 crul c/3, 
6)acu)1c9sxa3 G<ft>0Gges, ®il0jajaKTOnjjoo-695 011 , saago 
n<j)cm aileioororarmlKsS cm8CQ>ijl0lcscS06n§®)O6rn. 3(5<ieto<Tu;j<ft>c/3 
«»06mp Gnj(8(ara1si33 (rolasajilooflejjo cruaOTRsrrojo c3Tae<jpo3 
ciD 0 83 00 cal §jgg acS^ejocru cruffltSnjI Hi 0 j 0 secs)o 

(30(11(5 £LJ 1 ffl 0) £1 6 ) nj S ) (3TC»1 00)1 S1 33 o® S3 (1^ J 0 0 0 J 0 S G (S3) 0 

(Tuocml ou^ oroilraS dji^o c90j cm two 6rn. 6)6)(n<ft>1 c&dgjcm 
G(3^eio<Tujca>a8 nJoIcnsnoltsajarKroei. 
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3(3<^ejO(Tu oruiatSijjl c9S)j (uoa® (mocnSnj oj, aj gg auiS 
fflng).a®0.cru1.ng)nj. 630a£) 1 01)1(53 (BiaffioJ <0i3d1 d36)J OD nJcftfldo 
(fflrajajcra^aocD) 3(3e*ejoai) <Sn£ioo63i3(/3 anostf 6)ca>osj(5i5)1ffl1c06)jaD 
(.nJcftOfflo snjtft) {fflraSijooS ejel c 06 )j cm (wo 6rn. 3(3oeioai) 
(BciD0O63Bo 3 6)6)da>(2IC)Oo 6).nJ<3g>0<l3 nJ0SJgg(3)ei. 6)s_lc96)Jcftia3, 
(Bnjoearues cruoaoj, cuilaocijf ianonDq n^crolcu 3(3^eioai) 
csnnooRsrrolffKTg ail qj as oral ai)j1cft>ffl1ce6)jai)(3)£j. B(3neioai) 
(SciDOOo nil. nil. nil. (335)00)1 (31d(52X52)c96)jan(5)e|. 

B^nejocru cncrucS—50/2017. 

(3T3SBj( 38 «5)J cft>-' 1,46,400. 

mlotwisai^o— 1 %. 

3(3^ejO(TU G a£) 00(515)16) (ljj Ojlej ((l)1cft>J(3)1 (T0nr)1(3)o): 

630lSSl(I)(33-- 630. 

cu)Unilece6)o—' 315. 

09 6\J O 

B(3<ieio(n) SnODOo ailraScOffljcm (sraoicroocn oflcojfflflasjo 

(ID (2) (52) <11 Jo-14-9-2017, 3 12)611)1. 

(3c3n£jO(ru enDOOo ODlltfc ffll <fl6)J(TD (3130101)00) 
(3)1<52)(3)1<52)Jo (TUmcffiOJJo-15-9-2017, 2.30 (2)611)1. 

3 (3 tl OJ 0 (TO (3)JOc86)JOD (3)1 CO) (3)1 (52) Jo 01) 12) (32) OJ J o 

15-9-2017, 3 (2)611)1. 

3(3neiooi) odIo c96) (.njo6iueij,(313)1 eilfflle<e6)6n§ (3)la2)(3)l— 
31-3-2018. 

c9>JSJ(3)(38 Oil OJ ffl 6313 o3 (.oJ^i®lWl 01) (2) (52) (313) gO 
610n£)1 01)1(53 (313 a 0) J n3il nj 0(33 (31301 (52)0 OJJ (ID (3)0 611) . 6)S61T3(3 
Cl)SnJSlc&>«3 (ZlJODOlCCsInjIejOexO) 0)1§1 OJ<5»c96)JOD(3)lGa)0 
(1)1 (3 (313)1(11 (52) c06)J (11) (5)1 GOOD ggg (313O)1cft,0fflo (.nJlo3aDln_|Og1(33 
(1)1 cftail nJ (5) 120 (52)1 ffll c06) J o. 


gD(l)Qj1(lJfflo 


(.ca> a 

(Daru(5 

Cn)OGl)(r)6ST3g26)S 

CBaJCD 

(52)j6in1d 

C3Td63QJ 

i 

Ga£)0(3(2)0ejl<l3 

35 eilo(3 

O 

35 L x 50 can. 

2 

o)1ai)o1a3 

2.5 eilo(3 

2.5 L x 10 




Bottle 

3 

S (5 6) nJ 6) 0 Cl5 

500 a^)o.a008. 

500 ml x 10 




Bottle 


Tender Schedule 


1. The period for which the rates to be in firm— 
One year. 

2. The rates should be inclusive of sales tax, and for 
free delivery at the department concerned, 
otherwise the tender will be rejected. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 


5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessery) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 
agreement executed in ' 200 Kerala non-judicial- 
Stamp Paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposits (One Percentage) of the 
total cost of the articles quoted for, can be 
remitted by way of crossed Demand Drafts drawn 
in favour of the Principal, Government Medical 
College, Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be 
rejected. 

10. Tenders submitted with insufficient Earnest 
Money Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstance. 

12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 
selection. 

13. Tenders should bear the signature and full postal 
address of the tenderers wherever necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specification confirm 
to the requirements in the tender notification. 

17. Tender will be opened in the presence of such of 
the tenderers or his authorized representatives who 
may present at the time. They should have valid 
authorization letters. 

18. More details can be had from this office on 
working hours. 

19. Amount quoted should be in Indian Rupees. 

CD (116113 6) (2) 03“ 6)(2KU)1cB6)C53 Gcft.0Gg83, (63oj) 

(5)1fflJ(2J(l)(15)nJJfflo. (.rdlaaoruInjOaa. 
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0003(8 (nil 2 / 7734 / 2017 /^1.g1.(u)l. 0^)0. (nil. n0. 

B(3<i£J0(n) nJOOD^o 

2017 (3Td)0)Cn5 3. 


rarajejnjjsp cnaj6n3s>aci|r gl. ojdI. 6)2ku) 1<06)853 G<&>ocBgs3l®£j qjIqjIcd aj1eocn63Bg1eejc9S) (rooDS’njocffljcm (n)oa)<3 63i3o3 
ail(mo6mo Onj^jcmcffncnocnn flc3^eiooruj<ft)a3 .feiisrnlijjfflc&oggjaDj. 


Lefliffl 
CD 011 (3 


ra^rieiocru mauojo 
gmailajfflfujo 
rarasaRsS (OTJc&ocdjo 


B^^£i3(Tul6)a§ ail£j ra^<^ejocru (milcOjaflcoeijam 3(3r>ejo(n)2cft>c/5 anjOcBOjcm 
culeocno raracrocsS nJta>c8iTj raracucruom (mlcoxwlcffijo raracuaroocn anlcmssilcmjo 

crumoKfujo arumcsxfujo 


i 


2 


3 


4 


5 


6 


7 


8 


9 


10 


11 


12 


1/2017—6)scm caTIgcro— 
4,99,000 

6)6)ffl(Stcft>06T3(S(r!)0gKl 

1,180 

590 

16-9-2017, 1 

ffi6TT)1 

18-9-2017, 11 2)63)1 

2/2017-<2(0061)3OJOcOdo 

6130JD <SigcMd03 5^613- 

4,00,000 

6111 Gcm06)<ft> 2)1(11) [Si 

944 

472 

16-9-2017, 1 

I26n)1 

18-9-2017, 11.30 2163)1 

3/2017—sniai) ca>gcMdo3 

S^6T3 6)c&>-3 

6D.CVJDl.g1.n(J).-' 3,50,000 

njeasiogssl 

826 

413 

16-9-2017, 1 

a6D)l 

18-9-2017, 12 2)63)1 

4/2017-CBfi£]0C3(20C03cuil 

6 )6)aD(U)-" 1,50,000 

3l3l(JDo 

472 

236 

16-9-2017, 1 

(asrril 

18-9-2017, 12.30 2)63)1 

5/2017-6TU(2Qa)0^lB6)(U3cr0- 

2,20,000 

6)6)2)(2(cft>36T36CQ)3g££n 

590 

295 

16-9-2017, 1 

a6D)l 

18-9-2017, 2 2163)1 

6/2017—gam^esmonrileoroo 
6)ca>ia1o06)a53 olecmeaoif— 

4,99,000 

nje85)OgSl 

1,180 

590 

16-9-2017, 1 

a6n)1 

18-9-2017, 2.30 2)63)1 

7/2017-6)6)ar)(StpJ06)6)n£)a53 

(uilon)eriJO(n)6i3la3 
6)6)ffle(.cft>OC5SOo 6)613<nil0J0— 
1,30,000 

rU(S85)Og^1 

472 

236 

16-9-2017, 1 

2)6131 

18-9-2017, 3 2)63)1 

8 /2017-QQfflGLcOjOCrOCBo^Oojlc^ 

6)6)(TOCUD-" 1,25,000 

6 V> ’ ’ 

3l3l(JDo 

472 

236 

16-9-2017, 1 

2)6131 

19-9-2017, 11 2)63)1 

9/2017—<&>aj(3 a)oah)— 

' 6V> cro 

1,70,000 

3l(3lCDo 

472 

236 

16-9-2017, 1 

2)63)1 

19-9-2017, 11.30 2)63)1 

10/2017—6)t^)(S(n)0 eicnJOSisiijjasS 
(31d)853c06)CnDOo3 (31D)(l3 
6)6)(n)eila3— ' 4,50,000 

3I3IOD0 

1,062 

531 

16-9-2017, 1 

2)63)1 

19-9-2017, 12 2)63)1 

11/2017-6)ng).ci®^J.(nil. 

(uilOcOiiia3 (niltruo— 

0 00 

1,70,000 

nje85)OgSl 

472 

236 

16-9-2017, 1 

2)63)1 

19-9-2017, 12.30 2)63)1 

12/2017-nJ08)n£fl(l3 CU0<£b(3)- 

3l3l(JDo 

472 

236 

16-9-2017, 1 

2)63)1 

19-9-2017, 2 2)63)1 


1,50,000 


3(3<^ejocro2ca>a3 gggScS6)o o^jaiian <&><uo1a)j njjoastm Bai^ejoaro axnjdi, gDaxulajsio, a^cmlai csosuQiTjsjasrml L<HI<^(T3lo_pc/3, 
OKU. ol. 01)1. 6 )21 (Uil c06)(! cft> 0 (S g 88, C3re>ej nJJ S>-688 005 n£)(3) Oil QJ 0 (3) 8585)1853 (31303)QCB GcOS)6TB 85)0 <&>] CTDJ. 6)6)CUcft>1 cft.1§J(TD 
3(3aeiocn)jca.c^ (rojlc&sfldsffljornes)^. G(3r>ejo(n)2c&,«3 aijc&glasS 6)ca>osja5it5) 85)1(r»a5)1cft,g1ejjo cromocesai^lejjo croaKSrylceffljaDQjsijssGOCDO 
rareaiaS cn1(scQ)oa)lces)jcm L^twlroluilooijeisecmo croocmlfiD^asirolasS a5)jOcea2cnDaj)06rn. G(3^ejocrojcft)03 aonnlcro cruacoiasra) cril(3qln9ds 
oileicfficoa QmcujItMasS <s<ft>o(Bg83 fflOnnlmilasS crilcmjo aj063i30(ujcm85)osm. a^jcoa, (.odooDD, cruoonj n^cmlai 3(6<iejo(nil6)(Ti] 
ail ei cm o coil (n)/lca>8)lc96)3(3)a5)ej. Gc3rt£jo(n)jcft>«3 6)6)<ft>2)ogo 6)u_icg>o(i3 njoslei. culei 85)ls>l6)c&> ejglcoajcrnas^iziej. 3(3<^ejocrojc93C^ 

85)nJoeil8^ ejg1c66)j(uoa3 (m^c«tiolt9®J(Tnaj(3 3(8<^eiocnil6)a^ nileKSccDOfflsoojo ' 50 da^sl e^asi® 2)63)1<i<i!X)(3(u)c6 (3iacoxm(Bc96)633a5)06i3. 
3(3<^iocn)jcft.a3 crujltft.eflc9S)j cid anicn (fflraajcruocn Glcucruasiwla) 10 (aJo^asifjil 3lajcn)63i3a3<flS)2aijcnj eigltsojcm 2)63)1e<®08S(u)o;j<ft>a3 
so(.85X3(2) (n)j1ca>a)1c06)jcft)CQ)jgg]. cn)0<3®>85)1da> ailc/DGOoa863i3u3 3^'^eiocni1cs(r)06)SOo : jo ejglcosijamasiosrn. B(3^ejom) cruiacSojltMjciaQjoc^ 
200-6)0^ 2lJL3<jJL«5)85K5)1a53 (T01212ie5)nJt.85)aiJo cft.J0§ 6)nJ<3g>jaD (313)6)<ft> (UlejCCDJfflS 1% aj8>JCm 8S)Jcft.(Q)cOS) (2)1ff)l2lo ' 1,500) L^l^fTulo-pgtoCli] 
cinjailasS n/nsia5i3?is)33 ruilffloa^ iai»tiA®go (mo 1 ei(DlcBc 0 ii(nj cn)(3§1a£n<ss)(Bgo <Dl8)a)x.3(U^i2iocQ)jo arua(3ijjl(5c9S)6nga5)06rn. cn^as^icmcujo 
3)18)85) (3 (13, QJ^o (2)13)12)0 ' 1,500) (3iaSc06)o 6)^^08585) Gc6^ejO(n)Jca.(/3 (nl8>(nilc06)J(3)85)Ocml8>1c86)3o. 
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3rd August 2017. 

Sealed tenders are invited for the following items to various departments of Government T. D. Medical College, 
Alappuzha. 


SI. 

No. 

Tender Number and 


Cost of Tender form 

Last date and 

Date and time of 
Opening Tender 

Name of Items with 
Approximate Cost 

Department 

Original 

Duplicate 

time of 

receipt of tender 

1 

1/2017—Test Kits— 

' 4,99,000 

Microbiology 

1,180 

590 

16-9-2017, 1 p.m. 

18-9-2017, 11 a. m. 

2 

2/2017—Non-Vaccum 

Blood Collection 

Tubes—' 4,00,000 

Biochemistry 

944 

472 

16-9-2017, 1 p.m. 

18-9-2017,11.30 a. m. 

3 

3/2017—Blood Collection 
Tube-K3 EDTA — 

' 3,50,000 

Pathology 

826 

413 

16-9-2017, 1 p.m. 

18-9-2017, 12 Noon 

4 

4/2017—Formaldehyde— 

' 1,50,000 

Various 

472 

236 

16-9-2017, 1 p.m. 

18-9-2017, 12.30 p.m. 

5 

5/2017—Biologicals— 

' 2,20,000 

Microbiology 

590 

295 

16-9-2017, 1 p.m. 

18-9-2017, 2 p.m. 

6 

6/2017—Immuno Histo 
Chemical Reagent— 

' 4,99,000 

Pathology 

1,180 

590 

16-9-2017, 1 p.m. 

18-9-2017, 2.30 p.m. 

7 

7/2017—High Profile 
disposable Microtone 
Blade—' 1,30,000 

Pathology 

472 

236 

16-9-2017, 1 p.m. 

18-9-2017, 3 p.m. 

8 

8/2017—Microscopic 
Slide—' 1,25,000 

Various 

472 

236 

16-9-2017, 1 p.m. 

19-9-2017, 11 a.m. 

9 

9/2017—Cover Glass— 

' 1,70,000 

Various 

472 

236 

16-9-2017, 1 p.m. 

19-9-2017, 11.30 a.m. 

10 

10/2017—Isopropyl alcohol 
and Xylene—' 4,50,000 

Various 

1,062 

531 

16-9-2017, 1 p.m. 

19-9-2017, 12 Noon 

11 

11/2017—1HC Detection 
System—' 1,70,000 

Pathology 

472 

236 

16-9-2017, 1 p.m. 

19-9-2017, 12.30 p. m. 

12 

12/2017—Paraffin Wax— 

' 1,50,000 

Various 

472 

236 

16-9-2017, 1 p.m. 

19-9-2017, 2 p. m. 


Tenders should be addressed to the Principal, T. D. Medical College, Alappuzha-688 005. Tender Number & due 
date should be superscribed on each envelop. Late tenderers will not be accepted. Tender will be opened at the time and 
date noted against each tender in the presence of such of the tenders or their authorized representatives who may be 
present at that time. Intending tenderers may obtain the tender forms from the undersigned on all working days from 10 
a. m. to 4 p. m. Cheques, Drafts, postage stamps, will not be accepted towards the cost of tender forms. Duplicate 
tender, if required will be issued on additional payments as shown in the schedule. Tender form is not transferable and 
the cost is not refundable. Tender forms will be supplied to the firm by registered post subject to a cash payment of 
50 in addition as Postage Charges. Money order will be accepted only if received within 10 clear working days prior to 
due date for submitted tenders. Further details can be had from the college office during worldng time. Tender should be 
accompanied by an agreement executed in Kerala Stamp Paper worth ' 200 and EMD 1% of the total cost of the item 
tendered. (Minimum ' 1,500) Tenders without EMD will be rejected. 


Govt. T. D. Medical College, 
Alappuzha. 
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B(3<^ejoonj njfflan^o 
[cncmai 13 / 2017 ] 

(1)011(3 ai)l4-9802/2017/S3l.g1.au1.t^o.Cn)1.o<j). 2017 (3T3)OXrog 4 . 

raidjejryjip c/xv6nda®ajf ol. cu)1. fflacuiltSSiraS e<ft>oeggsl6>ej 
ojIcuIcjd aj1eo(X)63rag1(sejc9S) 6)cu)cn)<fteso<fj 

<r»J. nil. nf)(TO. <10(10)1(11 12 <10611)0 (U°l«Do ail85)ffl6n)o 6)nJ(§>janD 

asilaoocoil ®iia6)cu^ B(3o£ioaD2<0>(/3 < 0 &i 6 rT) 1 ii.p 6) < 0 , 033101 )). 

<i0cft,G3(/9 (319S8),053 COllcf),- 5,00,000. 

( 3 ( 3 <^ejocru gggscosio anjcmtro < 0 >aio 1 o) njjoRsrro BaSneiooi) 
cncrutS, gDcnailcurao, (rilaailssiBlcuano <i 0 (ro 1 aj GfflsuanjsjRsrrol 
(ru1a3oi)Vp(/3, axuentoaajT ol cull. aacuilssxoS (Mjoegss, cuareocno, 

(3re)ejn_|2S>-688 005 n®OT) (lil£10(n)8585)1058 C3T8CI!X!d)(Sc0«)6ngCmOc9>jaDJ. 

B^nejocro crojlcftolcoajfrD rareamnoa) anlcoKml 13 - 9-2017 

3 3611)1(116)8). 14-9-2017 11 a611)1<06) B(3o£10fll) (mjOc9fflJOTD(31CK!C»tolsajo. 
b (3 ^ei o ord cruacanjl ceajcroojGfflo rareajc3 cnlccmocolceojano 
Lnj(rolcolcDlcc®o 6DT) (3Taajcruffl«5Tm1(o3 aT)aTDlao1®ifflOc9>oajjanD«j)06rn. 
6 ) 6 )<u< 0 > 1 < 0 , 1 § 2 O)) ra(3nejocrojca>a3 omjlcftolcOffljcmKnej. B(3neioflD2<0>(/5 
ojo 6313 jam kdIod (.nJOj^raroil BlaiflD63i3gl853 10 a6in1 ajasxa3 

4 3611)1 <U6)ffl ' 1,180 (B<0>O(SgK! 630<i£)1(in1a53 63SJ<06)1 (11063130012(11) 

85)0600. oj<ft,(3oj 8319)01 (79), fflj gg (11(3 ' 590 (3190)1 <0, a000)1 

63S2GcS6)6nG85)06rn. 3(3nejocru ails^njm 13 - 9 - 2017 , gsj(ri)< 0 O 
12 a 6 ir) 1 ajffl 0 ao(.8siao coil ol ceajo. 6 )nj< 06 ), (.anono g“, 
<i0on1(u 3(3oeio (id16)o 3 ail qj ca> 0 a»1 onildft, ol coaj am an ei. 
3c3<^ejoarujca>a3 85)<i_ioeil853 eje1c06ijojoa3 racial aril <0612 (root (3 
3(3<^ejoamlaag aileicscDioasonjo " 50 <0>2Sl(iaj(3o585> a60Dlcs(!Q>oc3ajoc3 
(3i9(Bxs2)(Sce6)6oe85506n). B(3o£ioan2<0>(/3 cruj“l<ft) 0 lc 06 )jam rareaianoo) 
3lcuarocsKDla) 10 L«-i ojc 38585)1 3loj(n)63Ba3<flS)jajcnj eielceajam 

aeoolcsoffio^ajoojcaic^ aoiffliea onildft, 8>1<06)2<a,cQ>2 §22- oilei 

85)1ffl1aca> eielcsajamasiei. BrioeioonjdftidS 6)6)<a,aogo 6 )h_kxjoo 3 
njosjggasiei. cruoe&anlcft) ail(79BOo(i963B(i3 3(3nei0(njko)06)S0a_|c, 
eie1<fl6)jama5)0 6n). Brioeioon ama^njlceajemioc/a ' 200-003 
aj(.3nJ (.85) 8585)1853 01)33 85) oJ (.85) (112 o <0>JO§2 6) nJ Cg> J (IT) (319)6)<0> 
oileiojas 1 % oiaqai) 85)2<0>ai><06> (.njlaacrolnjoglao^ (BairalasS 
ams 1 8585)1 s)33 (u/lsoajf (.ruionoego, onrflffl m1(ScM3nj 
005(3§1nOlc96)GOO mlffl 85) (3 Ol^ a0QQ>1 dt) 3 (3 o_|1 (! <06) 6113 85) 0 6rl) . 
ml0 85)(.3O1^O12o 005aaa7)nJ(.8))01Jo gggS<06)o 6)a_l<S2>085K5) 

B(3^eioao)jca>o3 (r) 1 ffl(njl< 06 ) 2 (ii)ai)O 6 n). 

(n_KB85)^cfti (in,(11(m£)<a,(l3 

1. 6)S6TI3Ol053 aJfflffl3SJ<e6)J(00 OttOOoJ 0)8585)1(1) c8>OOJ^§(3, 

SDJ. nil. a0dl). 00(11)1 (11 CQ>2 6) S 01)6)6)aJ gD(i3oi)(B£j<i9da3, 
<0i[2Bl<i3da3 00(11)1(11 eft,J068585)85) 50 a06n)6)3 sft/leij 0 

0nJCD)a5)a))1fflCl3 aja3nJ®1nJC0)o g6113OCS5ilffl1<06)611)o. <3)85)1(1) 
aas)g1 oiocoil croaanj 630<3(u)(3, gDoflongeei nsdao3 
oil(/930o(/963i3c^ n^)am1oj fflS6oedlaa3 ca,]6)s (n)3(3a_|1<06)6i))c,. 

2. 6)S61130l853 nJOa,SJ<S6)JCOO rrUOOnJOOo, gnJcft>06n)8585)1ffla3 
g853aJO3<0>(3, (319oO)1<ft,^85) 01185)ffl60)<06)0(3, 00)61)3 (U)l£l(3 
n®(OOlOJMl(S^(3m1ajaO(!Q)1ffl1<06)5OOo. <ft,2S06)85) (niOOoJdXOTrolO) 
cseft,og8585)18)3 oils^njmdDjo, oilasSnjmomaroffl dcruoimoijo 
g6O6O(S3)l6)1<06)6rDo. CU)0O)cWBSO<^ cftooiljgolexlg <0,0(9^8585)1853 
aOmjnOO<£bnJOOJfflS (3190(7)1 <0,^85) CU)1 £100060)01013385)1(1) 
<ft,00jm1 (319(Dl<ft,Offlffln_|Sja585)1(S3) Gffl6U fflS6reolaag <0,jas 
00)3(3 n_jl <06)6000. 


3. <0>OOJ^J§Olan^ 0100(1^1 3 OiaSnUOIJo OQIJ.nil. n^croloo 

2 01(3ni101Jo (319)QQ)1ffl1<06)6OOo. 01000^1 <0>OeiOOX7)1<06)JCaDn9do 

5 OJ(3n9dG8585)(I»<06) O1O(3n3dl<0, aacffil0l3ma3oO) <0,fflO(3 

m1ffl<0O fflS6n§Ol853 Gffl6Uffln : |S2C8585)6neaS)Jo 011(3)8)600 
g8585X90u ejetojcmajodMffl <0,00(3 63njl§ oo)a<3n ; p(s<06)6oea5)j 
ao6im. (ssoo3 (nol mooi(3 ajeuoorolffleao ooieiii/gaacnilasS 
(319O)1n3dOla))a0(BQa)0 nJffl08S)1 8)Sl(TU(3 0nJC^2OJOa3 
aomja£io<£biijo^<06) ao)(D<0,fflio g6neocs)ilffl1<06)6rDo. 

4. mleicuofflo <0,jO68585) <^eis<0363B<A ajeieao eaocrao m1(3am0600 

00013(1)00^0 a<0>O(56OeO gnJ<0>ffl6OO8585)1CT) S5)<ft,fflO(3 

oo)osojle6)j0O)1ej ng)om as6n60<3 m^offlcigl ooas3(s<ft6O08))osn). 

<0,JSOffl85) gnJcftjffl6TT)8510)l6)(l3 cft,Offl^c00d385) gnJ<0,(96OO8585)la(l^ 
3201^8585)1853 AJOdDOOlS nJ0S)3385))a£l. 

[No. 13/2017] 

No. C4-9802/2017/GTDMCA. 4th August 2017. 

Sealed tenders are invited for the supply of Desktop 
Computers & UPS-12 Nos. each for various department 
of T. D. Medical College, Alappuzha. 

Approximate Cost—' 5,00,000. 

The envelopes containing the tender should bear the 
superscription Tender No. & due date and should be 
addressed to The Principal, Govt. T.D. Medical College, 
Alappuzha. 

Last date and time of receipt of tender will be 
13-9-2017 at 3 p.m. Late tender will not be accepted. The 
tender will be opened at 11 a.m. on 14-9-2017 in the 
presence of such of the tenderers or their authorized 
representatives who may be present at time. 

Intending tenders may obtain the tender form from 
the undersigned on all working days from 10 am to 
4 p.m. on a cash remittance of ' 1,180 which is the price 
fixed for a form and which is not refundable under any 
circumstances. The tender forms are not transferable. Sale 
of tender forms will be closed at 12 noon on 13-9-2017. 
Cheques, postage stamps, etc., will not be accepted 
towards the cost of forms, nor will the forms be sent for 
V.P.P. Tender forms will be supplied to the firm by 
registered post subject to a cash payment of " 50 in 
addition as postage charges. Money order will be 
accepted only if received within 10 clear working days 
prior to due date for submitted tender. Duplicate tender 
forms, if required will be issued of " 590 per copy. 
Further details can be had from the college office during 
working time. Tender should be accompanied by 
an agreement executed in Kerala Stamp Paper worth ' 200 
and EMD 1% of the total cost of the items tendered. 
Tenders without EMD will be rejected. 


Gaz. No. 36/2017/DTP (Stores Purchase). 
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Special Conditions 

1. Tenderer must have prior experience of Supply, 
Installation and Commissioning of Desktop 
Computers and UPS with atleast 50 nodes or 
above in a single work. Proof of purchase order 
and installation details has to be attached. 

2. The Tenderer must be a Manufacturer/Authorised 
distributor/sub dealer of the equipment. OEM 
should have sales and services set up in Kerala. In 
the case of Desktop Computer, the bidder has to 
produce Manufacturers Authorization form along 
with the tender. 

3. Warranty for computer should be minimum 3 year 
and UPS should be 2 year including battery. After 
that the firms has to be entered an AMC with the 
concerned department for 5 years at the rate 
quoted along with this tender. The OEM/ 
Manufacturer should be having facility to register 
complaints through toll free number as well as 
option for web based and e-mail logging too. 

4. The bidder shall guarantee that all equipment shall 
be free from any defect due to the defective 
materials and bad workmanship and that the 
equipment shall operate satisfactorily and that the 
performance and efficiencies of the equipment 
shall not be less than the guaranteed values. 

Govt. T. D. Medical College, (Sd.) 

Alappuzha. Principal. 

G^oeiorru ruoam^o 
(i) 

<77071(3 au1i-6659/20i7/u)m.g1.ajDl.a®o.rn51.ag)^.ag). 

2017 (313)01(77) 10. 

(3T3)£J n-jjip, 01(71. Ol.CU)1. 612)CU)1 c0S) (53 SAOSga 
{3T5)08jr>j(.rafl®noeJ gojedsooi(515)101 o<s2)1 Suction Apparatus, 
Electrical, BIS Certified—13 n<j)6i77o cul«5iffl6mo 6inJcg>2<7ioa3 
(OTomrycnlcmjo cmlraSaj^j B(3^ejO(Tujcft>a3 
<Qi3d6niliq^6icft>033Krni. B(3<^ejoarul6iag gtsqcra —' 1 , 70 , 000 . 

<3(3<1£J0<TU <ft>C710l(17 nJJCXOTO) G(3<^ejO(TU 07011(3 07)11/6659/2017/ 
01 (71 . gl. CU)1. a® o . 07)1. a® (3>1(2)<3l1 10-8-2017 n£)(7Tl 

(Bosnsinjsjcarrol crujinJsre, aitu. gl. cuil. siaanlcesiroS GcfcOGges 
(3ra)aajoJ(.®fl, n{j)Ci77 mleiooTiOTroilraS 16 - 9-2017 nJcaraS 

3 2)617l1c06) fflJ03nJ0(S»1 (313)032 nj(.®)1 07)](nJ6n§ (313)a£) 107)1 C03 
a® (31(5)1 G <661 6r73®l 0 6171. (3102ia7)1Tj ejelcSSIJOTI 3(3<^ej007)Jcft.o3 
<2)061(070(02 ta>Offl6T77(UaOOeJ2o a7)/lc&>(3l<fl6)2(rn(31£J. (3(3^ej007)Jcft.c3 
16-9-2017 oJ<ft)(33 3.30 2)617)1,66) B^^ej007)J<ft,0(0261SG(2)0 (OTaOJOJSIS 
LoJ(07l0l1u)1cejg267S(B<2)0 07)007)1(31)^(010)1(03 (O1JOc0612O71(O1O6rh. 


(33>^eioo7) Gnnooo raioiajoo^ffljggaKS corecoileia^ C7i1ej<s>0(2) 
400-O £3l. 07) . Ol.(2)^o OD^JnjI G<66ig 6307)1(71 ' 200-O 

£Sl.n<j)07).g1.(2)2o C313sTj 15-9-2017 nJtft>(03 BJOT) 2)610)1,66) 
2) J (l3 rU 0 (2)1 OJ 0 G 6313 6173 (010 6171 . (3 (3™ei 0 07)1 G 07 06) S 0 n_| o 

200-6)0^ 2)2LBo_|(.®)raiOl1®3 <6,(00(3 ag)S>2(0)1 (01G (06173 (3)20 
6 i 2 iocaioio ajleK 2 ) 26 is i % odIooilbcti^o 6>d6§1c7i(2)Gc96i6iigcD722)06n7. 

a®eio B3 a eioo7)2ca>(A^6i2o 6niou)<fe2)Oc2) oi1(2)2)63Ba3 
gDCDllOT^o 6771OU),6,2)06177. 

cftqsjraicsS ailnj(063i3o3 6i3ia7i)6in_|§ rarejCKqaJiasil 
(Old coldaoffll eft, gltoS 0)1 (77120 (.oJ (71^(315)1 07) 2) (2) 6313 gl (03 
ejelce6)207Kai06i77. a®6)«5ia>1ei2° 63®2 6iS6n§(3 ailraoulaeijoTKOilGoio 
oujIoafolceeijoTKailGOlo ggg coreuilcaofflo rarejeiajjip oxu. gl. cuil. 
6)21 <71)1 C061 (03 G<ft>0Gg8S (310)002 nJ L(0)1 OTIJ LoJ 617gl(03 

(UldMdlaJ (312)0(2)1(31,66120. 

No. Cl-6659/2017/Govt. T. D.M.C.H.A. 10th August 2017. 

Sealed tenders in the prescribed format are invited 
for the supply of Suction Apparatus, Electrical, BIS 
Certified- 13 Nos. for the use of Govt. T. D. Medical 
College Hospital, Alappuzha. Estimated cost is about 
' 1,70,000. 

Tender No. Cl-6659/2017/Govt. T.D. M.C.H.A., dated 
10-8-2017 and due date should be superscribed on the 
envelope at each tender. Tender should be addressed to 
the Superintendent, Govt. T. D. Medical College Hospital, 
Alappuzha. Last date of receipt of tender is 16-9-2017 at 
3 p. m. Late tender will not be accepted at any cost. 
The tender will be opened on 16-9-2017 at 3.30 p. m. 
in the presence of tenderers or their authorized 
representatives who may be present at the time. Intending 
tenderers may obtain the tender form from the Office of 
the Superintendent, Govt. T. D. Medical College Hospital, 
Alappuzha on or before 15-9-2017 at 3 p. m. 

Price of tender form: 

Original— ' 400 + GST. 

Duplicate—' 200 + GST. 

The tender should be accompanied by an agreement 
in Kerala Stamp Paper worth ' 200 and E. M. D. of 1% of 
the cost by way of Demand Draft addressed to the 
Superintendent, Govt. T.D. Medical College Hospital, 
Alappuzha. 

The rules applicable to all tenders will be applicable 
to this tender also. The tender not satisfying the 
conditions are liable to be rejected without further notice. 

Any further information about the specifcation can 
be obtained from this office during office hours. 
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( 2 ) 

cn<nj(3 On1l-6656/2017/<no1.g1.CUl1.a®o.On1.a®^j.ti®. 

2017 rarajcotru io. 

rarajei itjjip, c/ioi. gl.cuil. o aanl cos rs8 (Sca.o<sgs8 
rare)aDjoJi.®>l®l©&J grja qq) ooKarailcnocofl Disposable Syringe 
50 ml—15000 o®6ino ajtoosrno fflioejnjo^gg 

oio1(53 ailamjo flnlfflSoiij 3(3oeioon2ta>c/3 cMi6m1^|j6)<ft)Ogg2aDj. 
3(5^ejoarul6)ci^ gegcra —' 4,75,000. 

G(3a£J0<TU cfcOJOlOD nJJOffll® 3(3oeiOO\l 01011(3 Olill/6656/2017/ 
OKU. Ol.(Ul1.a®o. Olll. n® .a®. (5l1cffi(5l1 10-8-2017 a®OTl 
(Sffl6U61n : |SJ«5Tt5)l On2(.nJ61T3, 01(U. Ol. 01)1. 612)Oljlce61(53 Gta.0(SgK! 
(3re)aajnj(.®0, (majejnjjs’ n®on oileioon(5i5i1(53 15 - 9-2017 njca>(53 
3 2)6in1t061 2) JOSnJ 0(52)1 (319)03J nj(.0)1 CniJLnJ6n§ (319)aD 1 01)1(53 
a®(3rmlGc86i6n§C3i0 6ni. (5io2iou1Tj ejeltssijcm 3(5<^ejocnijcft.a3 
<r»06i(3iooj ta.offl6TD(ua3oejjo cruj1ca.(Dl<ssijaTK3iej. 3c3^ejomijcft.a3 
15-9-2017 nJcftOS 3.30 216in1c96) 3(3™ei0CniJca)0(3J61SQC®0 (3T3QJfflJ61S 
LnJ(5ilaila)lca>gj6isc(r»o onofln1aD2>(5i5)1(53 (3ijOc0SijanD(3iO6m. 

3c3‘iejocru Gadooo rarajaKrt^ajggajcS (3i3(5il6>oi] oileiooiocsD 

1 , 000-0 s/l.a®on.g1.-o (ui^jnjlecosig aonloi ' 500-0 
ssl. a® on. ol.-o rares^j 14 - 9-2017 njca>(53 ajcrri 06 mlcesi 

ajo8nJ0(D)l 010 (£63136113(5)36110. ffl^oejOOnleOIOeiSOoJo ' 200-6)0$ 

ajt,f3g]L®i©r5ilra3 ta>oo(3 n®(pj«jil (Dieo6oe(5ijo 6iao(5i5io ajlej<s»j6is 

1 % 0)1(3(51(301^0 61cft)§1(UC!!i)(ScS6)6re(31ja060D. 

n®ejo 3^<^ejocnij<ft,a3c06ijo 6mou)ta>aoco) 0)1<r»2i63i3c<3 
^oilcnjo 6njoaica>mo6rh. 

<&>]SJ(31(53 Oil (U (3 63T3 C/3 6111 (TU) 6) o_| § (313)032 n_l(.(5)1 

ora ail c9d o ol c&) gl (53 ailanojo (ni 012,(515)1 cni a csd 63i3 gl (53 
eje1<e6i2(ori(3i06rh. a®6i(3i»>1ejjo aoj 6is6n§(3 oiloonltee^onfflikoio 
(nnlcftffllcoeijcniKiilemo ggg (3i3cn1ta>3fflo orajein^S’ aicu. ol. cull. 
6i a curl c06i ra3 (£ta>oc£ge3 rarajcraj oj(. rail onjtnj 6ne1(53 

COl<9iirinJ(5iaOOQ)l0l<S61JO. 

No. Cl-6656/2017/Govt. TDMCHA. 10th August 2017. 

Sealed tenders in the prescribed format are invited 
for the supply of Disposable Syringe 50 ml-15000 
Nos. for the use of Govt. T. D. Medical College Hospital, 
Alappuzha. Estimated cost is about ' 4,75,000. 

Tender No. Cl-6656/2017/Govt. TDMCHA. dated 
10-8-2017 and due date should be superscribed on the 
envelope of each tender. Tender should be addressed to 
the Superintendent, Govt. T. D. Medical College Hospital, 
Alappuzha. Last date of receipt of tender is 15-9-2017 at 
3 p. m. Late tender will not be accepted at any cost. 
The tender will be opened on 15-9-2017 at 3.30 p. m. 
in the presence of tenderers or their authorized 
representatives who may be present at the time. Intending 
tenderers may obtain the tender form from the Office of 
the Superintendent, Govt. T. D. Medical College Hospital, 
Alappuzha on or before 14-9-2017 at 3 p. m. 


Price of tender form : 

Original— ' 1,000 + GST. 

Duplicate—' 500 + GST. 

The tender should be accompanied by an agreement 
in Kerala Stamp Paper worth ' 200 and E. M. D. of 1% of 
the cost by way of Demand Draft addressed to the 
Superintendent, Govt. T. D. Medical College Hospital, 
Alappuzha. 

The rules applicable to all tenders will be applicable 
to this tender also. The tender not satisfying the 
conditions are liable to be rejected without further notice. 

Any further information about the specifcation can 
be obtained from this office during office hours. 

Govt. T. D. Medical College (Sd.) 

Hospital, Alappuzha. Superintendent. 

oJJOTKa 6D-3(8<i£J0(n) nJOOl^o 

01011(3 6nil2-80/2017. 2017 (313)01011 14. 

(313)01 ryjS> 01 (11611361 2K$“ 6) 2101)1 c96) (53 G<a>0CSg8J 
(3i3)03joj(.®3® ) 3®^<s® (.email (6iQjgg )-400 (uioo ojocdiceeig 
ojl(5i06mo 6iii^20TK5iloi gi-6is6ns(3 < aai6m1iip6i.ft>osB3 0Tii. 
3(3^£iooul6io$ gegoDiajei^o ' 26 , 00,000 rai3)6in. 

ml6njouioi<ft)03 


1 . 6D-6iS6rig(3 onm(3<jj1ce6ijflT>(5iloi onjci5)2i30Q)1 anle/looS 
Olil(SOD^|(3 OH(3§la£nc96ig (313)0100^(2106110. 

2. (313)0103(21133 (611101)16)03 (3I3gOJ-35000 ta>1(£ei0(U)0o. 

3. 6D-61S6IT3(3 01121(31^1 C0612 on (3l1 01Jgg ciOlon — 

3,900 + 18% 83l. n® Oil . Ol. (313(510 CO)(51 

4,610 (oioeiocofloraisil rareojonjol ojrsioij ojnj). 

4. 011(3(51(3012,0—gegoD2i2ej2i t31K5, "' 6)C1 § 1% oratoioaurai 

26,000 (gDfflJnJffllSlI (313)00<X»1(3o OJnj). 

5. Ol1cft>2(5l1 (Tl) 001(5)2) 2 gg 011£1 (0)06110 6g- 61S 61T3 Ol(53 
eoeijeiojsjGfflisiengffl). 

6. 6is6n§(3 eie1c06ijon ounooioio (6njaii oniosio 6ioj£joi1(53 
(313)OOJoJ(.(3ll(!C»261S (B(T\)OOl(53 o®(515)1(£te6)6ng(5)06lf). 

7. 6is6n5(3 on 2i (3 o_]1 c96i 2 on ounoojoio (.ojold mica. 

a® (_Ol1 6121($^ ' 200-6103 (StSjfflg (TUOOTJ (BoJoJOlfflS 

ta>00(3 a®tf>2(5l1 (3KS06nS(512o 1-9-2017-GODO (313(5ll012 
G03n9d(S210 (51aO03l(5330ffl1(53 Ol1(r02o eiglij 3(3oeiOO\12 
cft>0ffl610^ OUOOll (5I5l1<ft,(B03na3l 61(31g1 03)1 c9612Cin 

Gonoo36ioio3on1 on^§1a£i1<fl6igl6io3 ono<fli9d < i,6iiT : |S2(3i3i1cs» 
oj<a>(3oj nriosfflO(Bo06i6ne(5iO6in. on(3cS6io(3 onnoruoi63Bg1(53 
(313)nOO® Cin0U1O163Bo3 OKOS^OnKSlIOl Oll£1 011£1133 
a®eio oil6THOuioi<ft,gjo ta.ffloo2ta.o0o3 oJ0eil(Bta6i6ne(3i06in. 
oilo(5i(.3012,0 63(p1oiOca,jon on^§1a£i1f06ig g6i6ns8a>1(53 
(3i3(5ijo oiita.oo3 6iiij(r»(5i on2K3o_|1(Sc96i6ne(5i06in. 
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(Bffl«53ijj06Tnrro ( 6 in<ui ( 6 xiigg) cu1«5)06mo 62>i4<sj>jaioo3 
graisioaj eje1<ss)janD ciunoojcno 6)ssn§(3 (52j>ft><2)j62S 5% (liojano 
tmjcft. exuxBo-jo arul gocol cn®Se<fti 6ng(52jo 

{3Ta«S)le<D06)S0(T : |o (111 (5) (3 6102 o 01)J02(2)[2)3<2)1 O2S(5T52JU02(32lCI2Jgg 
103(30(3 ' 200-6201] 2)J(.(3nJt(52(3102lC53 O2(58(8>0>6O13(52J[Z]O6lf). 

6)S6n§(3 cruaKSnjlGtefflSTTe raraciicouocn raytotrol— 2 - 9 - 2017 . 

62S6T0g(3 (52J(2>062JUO2 (52l(2>(32l-13-9-2017. 

s)ssre(3 (TuoiSojlcoajcuomjgg Dsmsolfflag (da>lg1>062(58 
(52l<2X52l>0>(/3 (sraoIcQijorwnlcn www.etenders.kerala.gov.in > 4)002 

62016096)6200)0 Ol)(T3(8a3l>062J>a>. 

>4)62(5) 80>l£lJo 63(3J 62S6013(8 0)1 (3 01)1 >062 J (102 (5)1 (8 02 0 

cruj1c03 ol >062j om (wlecno ggg (widUooo (5i3>ej ojj <p 

62 2109)1 >062 (58 GcOsOCBggS (313) 03 J oJ(.8521 01)J(.oJ 60131(33 

Cn1cSi3dlnJ«52fflOC!2)lo1c062JO. 

>0>]SJ (52(58 OllOJ (3 631300 6111019) 62o_|§ (313) 03 J nJ (.(3)1 

(313 0)1 c03 0 ffll >03 gl (38 0)1 (IDJo (.oJ (11J (515)1 (ID 12) 32) 6313 gl(38 

eje1t06)jcnD (3206rn. 

No. B2-80/2017. 14th August 2017. 

The Superintendent, Govt. T. D. Medical College 
Hospital, Alappuzha invites online bid through 
e-procurement for supply of Bread (White)-400 gm Packet 
(Quality maintained by Govt.). Estimated cost is about 
' 26,00,000. 

1. Required quantity of Bread (White) 400gm 
Packet—35000 Kg. 

2. The bidder should have the necessary portal 
enrollment (with their own Digital Signature 
Certificate). 

3. Tender submission fee—' 3,900 + GST 18%. 

4. Mode of submission of tender—Tender 
should be submitted online in 
www.etenders.kerala.gov.in 

5. For Critical dates—Please see NIC portal. 

6 . Intending tenderers should quote the rate 
inclusive of loading and unloading charges and 
freight. The hospital authorities are not in any 
way shall afford these expenses. 

7. The rate which quoted should be the rate 
including tax. 

The tenders should be accompanied by an 
agreement in Kerala Stamp Paper worth ' 200 and EMD of 
1% of the estimated cost and Solvency Certificate issued 
by the Tahsildar on or before 1-9-2017. 

The last date of tender submission—2-9-2017. 

Tender opening date—13-9-2017. 

The rules applicable to all e-tenders will be 
applicable to this tender also. Any further information 
about the specification can be obtained from this office 
during office hours. 


The e-tender not satisfying the conditions 
Superintendent, Govt. T.D. MCH, Alappuzha should have 
necessary right to reject without further notice. 

Office of the Superintendent, 

Govt. T. D. Medical College Hospital, (Sd.) 

Alappuzha. Superintendent. 

3(8^eiocn) nj<3diu,o 

02011(3 >4)01)2/3782/2017. 2017 (Sitcom) 9. 

02(11601362210^ 622)(U)1>06)(53 <3>ft>C2(8g8S, 2K86122J(3lcQ)l62ej Qlloilu) 
(ll>ft,Jo ; |J>ft>g1(B£l>062 (32 0 62 IP 6)>ft>0SJ(5151 Qlloilu) (TU 0 (!) 02 6313 (A 
(111(32 (36TDo 62n_lCg>J 002(5)1 (8QJ>062 011 (3 20 0(5)0 >061 gl (53 (Olfllljo 
(313o(/)1c03j ) (32 (Hl(32(361T2>062OOl(38 (12l(012Jo 21J((362(1J^J 2)(5Tl)(30Sl(TUn001 
(31521&J133 (3(8^£]OOTUJ>03(/8 >0ill6Or)1iJJ61>ft>OggJ(lT2J. 

[3(8neiO(TU (SodOCXllJo (lila333o0363I3gJo 622209)1)062(58 (8cft>0(Bgsi 
(313)o£ll 00)1(38 0)1002Jo (_oJ(U(3(313)1 OO)21 CO)(3132 ejgj, 210 6102 
(0483-2764056). ' 200-620] (8>0>(3g 21J (.3 oJ (.(52 (313)1 (38 02l<mfl(32 

2)0(52,J>ft><S2)l£lJgg 00) 221(52 n-l (.(52 (01 Jo (01002(3(5152 (32Jc0><S2)J62S 1% 
(31d62ej80fl(53 >4)(3(llJo c0.JO613152(32 ' 1,500 Ol1<3(52(/3(ln>(8(5IO)OSJo 

c0>JSl (520621P (12 (53 >0l 00)1(31 >062J (102 (82)62£1<PJ(515)J210(S)1 (3(3^10(01) 
00)21 (3o_|1 (8>0626123(5206102. 01) o OUT) 0 02 (515)1(12 nJI0(51522 33(11 (8>062 
21J(.3oJL(32o eie1c062JOO2(32lO2 ' 250 2161121(8(52)0 (3 (U) (3 (Il)an1(52o 

(.ojloSODlryOUS, 02 (11601362 2103“ 62 2109)1 >062 (38 (8>ft>0(BgK!, 2K861&K31 
>4)00) Oilej0 01) (313)1 (38 (313 6oJc0iHl 6>06) 6213(3)0 6002. (0)1 <3 (52 (.13 (1U, 
01)22) (32 nJ (.(52 (515)162 (l3 2)O(51J,>0> 3(3^001) 6 qO 0O (313)1 (38 

(51302J6111019)2)3(2)1 (8£>J(3(5152l§J60li. 

(lllei 6D(151J,o3 (3 JnJ (52)1(53 CB (3 62J 62 n_| S J (3132 J >ft> <2)Jo 

O2lc0>J (5ll cOjgJo 2)OJo 6)(UC8(3J62(2 oJ (30 22(3(931 (8 >06) 6115 (32 J 2)0 6012 . 
c0>S(5I32, g203rflU003(113, >0>(52)g1(2>06), (2)L05201)021(.0)1>a>o3 ounorul 
>062(38, >0>22lln9do3 >4)0021 62iiJ£jaiJ>0>(93 3(3<^eiOOl)J>0>O(3 01)1(2)0 
(Utir2l(8>0626Olg(3)O6O12. (52J>0> 02(38>ft>J(TT>(5) g2d52J,(l3 (DJoJ(2)1eiO(2)1(3l>062Jo. 
6262(11)01 eielc062J(TT)(32JO 21(321(2)0(2) 021(3(521.(3(10,0, (11) 22) (52 nJ (.(5)0 
220J B(3^£10fll) aiJ,(U012£l>ft>o3 >4)00)1(11 nJO£ll>062O(5152(52J2)O(12) 
3(3<ieiOOl)J>0>o3 216200(3J (513Ol (2)1 a_j J o >0>JSO62(52 (526)002 

011 001)1 >062JOT) (32 06012. (3(3o£1001) GtiOOOo 6262c0>21Ogo 62nJ0g>OO3 
oJOSJ gg (52 fij. 3(8(^1001)' 6o£2 0O (313)1 6)(l] dll £J (2)0(2)1 

21600)1 6(2)0 (3 09)(3 (513ei06)(32 2)6>gOOOJo OUlltfe Ol >062J 002 (52 BJ. 
(3^<^ei0(0U (8 a£) 0(2 (513)162 O] 09) iJoJl 6<062O Clll EJ O2(38>0>1 

(2J063130(2JJd01(5206rr2. 3(3oeiO(ll)J>0>a3 (52062IP Ol)jMla_|1>062Jo (pJ>0>O<3o 
(3 (3 aejo 01) J >0,0 0 62 0^6(2)0 (513 o 021 c0> J, (32 (.oJ (3)1 0)1 U)1 

(2)J62S6(2)0 ODOOblraiUjOISilKSS (52JO>062J(002(5206012. 

(>ft>2) (3(3<^eiOOU cnmiojo gnJ>0>(36m6513gJ61S GoJOJo 

02001(3 ai^jojjo >4)>ft>CBB(/3 aileiooijo 

1 >4)01) 2/3782/2017/ffil. >4)0. 01)1. >4)0.-62c0>2ll >062(3801)- 

nJ(8(515)Og0Sl (lilSOCOo-' 4,49,671 

2 >4)01)2/3712/2017/^l. > 4 ) 0 . 01 ) 1 . > 4 ) 0 .-62c0>2l1>062(53oi)-Oiloilu) 

(UcOdJoJJAiA-" 3,49,811 

3 >4)01)2/3968/2017/SSl.>4)0.01)1.>4)0.-020(01) 62(11(2)(3- 

(ulailcD (UcOjjojjcejaS—' 4 , 70 , 221 . 
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63o1s3lcnra3—(Adencm(3 i-cnjo 3-cnjo ' 1 , 500 , 
(.cftiacncmtS 2 -cn ' 1 , 232 . 

(mnJO«53cu(p1—(.cftacncmtS i-cnjo 3-cnjo ' i,580, 

Lta>acncm(3 2 -cn ' 1 , 300 . 

—(_c 0 d 12 cn cm(3 i-cnjo 3-0030 ' 750 , 
(.t&>acncm(3 2 -cn ' 600 . 

(3(3<^eiocm encooo rainJornloS melcsojcm raracncroocn 
ra/totrotojo crumoaxujo— 2 - 9 - 2017 , 3 ffl6rril. 

B^nejocm (SaDooo (lilraScSSijam (aracuaroocn railascmlcQqo 
cmacQKUjo— 11 - 9 - 2017 , 3 fflsrhl. 

<3(3^ejorru Ganooo aru/lcejffllcMjan rarecnanom tmlcoxatojo 
crufflcffimjo— 13 - 9 - 2017 , 3 osrril. 

3(3<^eiocm «s)jo<ss)janD ajitootojo croacoxiijo— 14 - 9 - 2017 , 
11 a6m1. 

ailei mlsso^sjRsrmlcssIfflltSOjaT) croacao— 31 - 3 - 2018 . 
(nje«5)^<ft) cnl6mcr\ncncft)a3 

1 . raiajOK/a^fflajsjcm nJcMio crooo)cn63i3gj6)s (oJOcSc/acno 
cnscs(!5Tt5)6n§c(r)06nD. 

2 . cul(m(36TT)o o^cs^on cruo(ucn63i3gj0s (TOjcft. ffljn3<ft,2O0c®1 
cnraScftiicmcoiej. 

° 6V 

No. S2-3782/2017/GMCM. 9th August 2017. 

Sealed and competitive tenders in prescribed form are 
invited from the manufacturers or authorized dealers for 
the supply of various items to Various Departments of 
Govt. Medical College, Manjeri as per list attached. Tender 
forms and details can be obtained from the office of the 
Principal, Govt. Medical College, Manjeri on payment of 
tender cost. Tender should be superscribed with Tender 
No. and addressed to the Principal, Govt. Medical College, 
Manjeri. Belated tenders will not be accepted. Each tender 
should be submitted along with an agreement signed and 
executed in Kerala Stamp Paper worth ' 200 and EMD @ 
1% of the total cost of items tendered for/minimum 

1,500. Stamp Paper will be supplied to the finn outside 
Kerala on request along with remittance of ' 250 by 
Money Order in favour of Principal, Govt. Medical 
College, Manjeri. Specimen copy of the agreement is 
annexed with the tender form. Rates should be quoted in 
Indian Rupees only. All the taxes applicable are to be 
clearly mentioned. Freight, insurance, loading, unloading, 
erection and commission charges and installation should 
be borne by the tenderer. Payment also will be made in 
Indian Rupees. 

Gaz. No. 36/2017/DTP (Stores Purchase). 


The tender without the required Earnest Money 
Deposit, agreement and not satisfying other tender 
conditions are liable to be rejected without further notice. 
Tender form is not transferable. Cheque, Draft, Postage 
Stamps etc. will not be accepted towards the cost of 
tender forms. Duplicate copy of tender form can be 
obtained on payment of cost. The tender will be opened 
in the presence of the tenderers or their authorized 
representatives as scheduled. 

Demonstration, if required, should be provided by the 


firm at their own expence. Further details can be had from 
the office of the Principal, Govt. Medical College, Manjeri 
during working hours. 

SI. 

No. 

Tender No. & Name of Equipments and 
Department with Approximate Cost 

1 

S2/3782/2017/GMCM—Chemicals for Pathology 
Department—' 4,49,671 

2 

S2/3712/2017/GMCM—Chemicals for Various 
Department—' 3,49,811 

3 

S2/3968/2017/GMCM—Glass wares for Various 
Department— ' 4,70,221 


Cost of tender form: 


Original—' 1,500 for SI. Nos. 1 and 3, ' 1,232 for 
SI. No. 2. 

By post—' 1,580 for SI. Nos. 1 and 3, ' 1,300 for 
SI. No. 2. 

Duplicate—' 750 for SI. Nos. 1 and 3, ' 600 
for SI. No. 2. 

Closing date and time of sale of tender form by 
post—2-9-2017, 3 p. m. 

Closing date and time of sale of tender form— 
11-9-2017, 3 p. m. 

Date and time for receipt of tender— 

13- 9-2017, 3 p. m. 

Due date and time for opening of tender— 

14- 9-2017, 11 a. m. 

Date upto which rates are to be firm—31-3-2018. 
Special Conditions : 

(1) The firm should be arranged demonstration at 

his own cost. If request. 

(2) No advance payment will be made. 

Govt. Medical College, (Sd.) 

Manjeri. Principal (i/c). 
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G(3^iejoonj njfflaru^o 
(i) 

<T)(T1J(3 ri^(TiOl/4206/2017/6)ri3).r4)o.aro1.ri3)^. 2017 SSJ6)6ieJ 22. 

Qca>o(plec9S)os axu6ri3fflaa^ oaojultearaS GcftOGges aorai^oDtoj 
cruo®cMdsm Qca>LCT3R5K5ilQej<sffl rarajcuaD^aocQ) graoul-aoldEbcru— 
15000 odoci^T njoaru — 6000 a®cm1ai ai1ra>ffl6rno 

6 ii!j<gjcm 8 » 1 (seic 0 S) crfloailrai GaOoorarailraS B(3neiocnijca>o3 

(B^sd6ml n_|)aca>o 33) cm). acS^ieiocni rarascosio 6inJcg>jaT) 
cfticnoloDj mjcft)glRs8 adS^eiocro odoikS ^(pjcsraiengraijo CTujLnJsre, 
aoraii, aDla8jcruofflcftad6m Gcft>(a3o, G<ft>otf>lcBc86)os-8, cs<ft>rago 
a®anD mleiocrurarailroiS raraaD^lfflletSSisrefflijaiosrh. B(3<ieiocnijcft>c/3 
ra> 06 i<p Giij(3(3Tml§jgg rail qq) oil mil ei jo, crumcffirarcojo raraeojoaS 
anossfflocffl1§jgg BRS^ocni cniacSryl^iaKajesecffio raTaru(3 
lUjaraiaaojsjrarailcBilgjgg n^gsaiijfflorajGSGCQJO (Tuocrnlou^rarailraS 
i5-9-20i7-0o ra/torail raonilsiei n asmlcara raijocsrajcmraiosm. 
6i6inj<ft)1 <ftfl§jaT> B(3^ejoomjca>u3 ruralcosmlcOSjanDroiei. 

<3 di‘‘‘ei o cru croaKSojl cosij aioa 3 raioraSojravajsacmg 

61n£). nj)o. arul. nffii]. 630a£ll(TUlra8 (3T3CBnJdMdl c0®JCTDoJcMdo 

rarejuiaa^fflod!) 3(3<^ejooru ea£ioo63i3c/5 rai 06 itf> aca.osjrar5ilffllc9S)janD 
LnJcft)Orao raijcft, raraSijoraS aelowijarnraiosrn. BaS^cro GaDoosanoS 
aracftifflogo 6iiic^oa3 ojosjggraiei. 6>nJc9Sijca>c/3, Gnjocsaruss 
aruomj, lauotuSg o^anDlcu B(3'^eiocru eaiioorarailracii] ailejcoiomil 
cnulc9)(o1c9S)j(rnraiej. adi'iejoara CnDooo oil. nil. oil. rarajcnfl 
raracQKiiicOsijanDraiej. 

G^oeiOOnj 0X111(3 ng)UUl/4206/l7/6)n3). a® 0 . Cnil. ag)kj. 

rarasa>ra 3 raijca.—~ 1,29,000. 
ailfflroit.acujjo—1%. 

3 ^<^ejocru CBonooraroilfflag culej (aolca,jrail crondlraio) : 
adlsslcnraS—' 448. 

OJU UoJlCc96)0-' 224. 

Os 6V O 

o(3oejocnj nilraSterajaiD raraaiauoao ro/toraitojo arufflooxujo— 

13- 9-2017, 3 asrrfl. 

o^oeioono cni/lta>ffll<flS) 2 aT) raracuaruom railcraratojo cruasmijo— 

14- 9-2017, 5 asrrfl. 

(3(3oeiocni afl®<s6> (.oJOsniej^raroileilralcBcesisTB railmirail— 

30-9-2018. 

cfcjsjrairoS (Ul(uffl 63 i 3 a 3 (.oJai^rarail cru a cni rat® 

63 0 am 1 milra8 rare cs an insfl^joraS rare olaoioaij ore rai 0 6nd. 6iS6ng(3 
(DSoJslcft,u3 ffljoreolcofln-jlejofflrai oi1§l6xucQ)d3®jorerail<saDO oflc3raiml 
fflajcs3)c96)j<rnrailQ(T)0 ggg rarau51cft>0fflo crujt.oJ6nslra3 mlcMdlnjraiaoern. 


No. S1 -4206/2017/IMCH. 22nd July 2017. 

Sealed tenders are invited for supply of Easy Fix— 
15000 and Handy Plast Round—6000 in IMCH 
Government Medical College, Calicut-8. List of item can be 
had from the office of undersigned during office hours on 
any working days. Envelope containing tenders should be 
superscribed with tender numbers and should be 
addressed to the Superintendent, IMCH, Govt. Medical 
College, Calicut-8, Kerala. Tender must be submitted in 
sealed cover. Tender will be opened on 15-9-2017 at 
11 a. m. in the presence of such of the tenderes or their 
authorized persons who may be present at that time. 
Late tenders will not be accepted. 

Intending tenderers may on application to 
the Superintendent, IMCH, Government Medical College, 
Calicut-8, Kerala will obtain the requisite tender form in 
which the tenders should be submitted. 

Application for tender forms should be accompanied 
by the cash remittance as noted below for a set of 
tender forms in which will not be refunded under any 
circumstances. 

The tenderers should undertake the responsibility for 
the intimate service even if any change in the dealership 
of the product supply. 

The tender forms are not transferable. Cheques, 
Postage stamp, draft etc. will not be accepted towards the 
cost of tender forms. Tender forms will not be sent by 
VPP. Tender should be accompanied by EMD amounting 
to 1% (Rounded to next 1 Rupee) of the total cost of 
articles tendered for. The tenders not accompanied by 
sufficient EMD will not be entertained. 

Tender No.—S1/4206/2017/IMCH. 

Approximate cost—' 1,29,000. 

Cost of tender form (Including Tax) : 

Original—' 448. 

Duplicate—' 224. 

If sent by post Postage charge—' 50. 

Closing date and time of sale of tender form— 

13- 9-2017, 3 p m 

Last date and time for receipt of tender— 

14- 9-2017, 5 p. m. 

Date upto which the rates are to be firm—30-9-2018. 

Further details can be had from the office of the 
undersigned during office hours on any working day. 
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( 2 ) 

<T)(T1J(3 tig)0P02/l464/2017/arig).ag)o.CnJl.ag)^. 2017 SS;;6)6)£J 22. 

<s<a>o(ptec9S)os conj6n3e>aaJ' omcuilcOSiKsS Gc&oegss aotsiy/alcraj 
cn)oOtftad6iT) G<9jt.cBRSTa)lcsejc0«) (srajajc/o^aoa!) £jOG(nJoaTjG<e>OrJld£ 
ajl«s) 06 mo j am rail GejcM cnlcm/lts) 
csaooo 015)1(53 racS'^ejocrujtft.aS cM)6rnliq}6)<&>:399)(n)). 

ra(3<^eioonj cmascosio 0^^010 <ft>cuolcr) ajd^gltsS <3(3oejoani) cncm<5 
a^jeraisnefflijo crujLnJsns, 000 )^ aDla£q(n)o0c&a36rn <3cfti(.ci3o, 
<2cft>o‘pkc9S)os-8, (Soa>fflgo ti®anD oilejotruraimlraS (aratreijlffllcscsasne 
«5>j0O6TT). 3(8nejocrujcft.a3 (moos 1 (gnj(3(5i5)ls)99 tmlimcnlcffilejjo, 
CruSKBXOTfDJo C3T8Co_|0a3 n0OSS0OCQ)l§Jgg (3(3^£13Cri) m)0(3n_|1ny 
(U0J(ssgcs3)o rareojcS ^jaraiejOnjsjraTWIcsxIgjgg a^sagjaoojcsscscsDO 
cruocmlau^RsrrolraS 16 - 9 - 2017-00 roloiffll ©oailoei 11 asrrilcs® 
0)JO C0S)J cm 0)0 6TT0 . 6)6)01<ft>1 c&> 1 §jcm 3(3™m() croj <a>o3 

nj0lco6m1t00icm0)ej. 

o 50 

odSoeiocru crofflcSdjl c 0 S)j cuoa3 0)O03nj0va^9S(u<3 

ffltif). nf)o.cn5l.a®dJ 63Oa£)1cn)l03 tma(SrijftaA00jaT)dJc9iiio rarajcir/ayzoa)) 
ra(3neiocri) en0oo63T3a3 0>O6)S> acftosjtsrmldlcoojcm 0)j<a> 

(fflras^|O03 ejelc00jcm0)O6rr). 3c3^ejcru Ga0oo65T3(/3 6)6)c&.0ogo 
ffldj^>oo3 djosjgg0)ej. 6)dJc9S)jcft>c/3, Gnjoetrus! (Tuoaru, lO-ooang 
d^cmlcu (3(3‘‘>£jocn) Ga0oo0i5)l6)(i3 njlenMocral cn)jlcft,0lt00jmr)0)ej. 

racS^ejocru csnnooo oil.o_fl.ajl. rarejcafl raraccscfficeajarKS)^. 

3(3^ejOCrU 0)Cnj(3-d®(TU2 /1464/2017/6)n£).a(j)o.(n)l.n®a/j. 

®19S8a>(53 0 )Jc9j-“ 2,90,000. 

ml 00 ) i/30j^o— 1 %. 

(3^<^ejocru Ga0oo0i5)lfflag aflej (cnl<ft,j 0 )l cruaotoo) : 

63018810)03—' 945. 

CU) ()aJl(£c66)0 -' 473. 

Oe 50 o 

(3(3d£jOcri) GaOOOo (Ul(53c90JCm 0190103)0(3) 0)1(32) (Slloffljo 

cruffloceaijo— 14 - 9 - 2017 , 3 06i3)1. 

o^nejocro cn)/lcft) 0 lcS 0 jcm caracurruocn (sdaixsitojo ctuizcqxujo— 

15-9-2017, 5 0613)1. 

(3(3<^eiocru (mjocoajcm (Oilcrntmlcffijo crofflooxujo— 16 - 9 - 2017 , 
11 msml. 

B(3<^eiocru cnl 0 <ss) (nJoemej^isisileilolGceeienE (5)1<s2>(5)1— 

30-9-2018. 

(5)08 Oj1oJ 06513(/3 tdJO1^0T5)1 03)0(0)015) gD 

63 0 a£) 1(33)103 (519 (5 CD J nil! dj 0(53 (319 Ol CO) 0 CU J OD (5) 0 613) . 6)S613§(3 
cnsdjsl<ft,u3 ajcmdlconryiejoats) cnl§l0ni<s))c06)jaD(5)l(BCDO 0)1(3(515)1 
0(UCS))c06)JO3)(5)l(SC1)O ggg 0I9U)1<ft>O0o a3)]lnJ6I33l(53 a)1cMjloJ(5)0O6rn. 


No. S2-1464/2017/IMCH. 22 nd July 2017. 

Sealed tenders are invited for the supply of 
Laproscopy Equipments in IMCH, Government Medical 
College, Calicut-8. List of item can be had from the office 
of undersigned during office hours on any working days. 
Envelope containing tenders should be superscribed with 
tender number and should be addressed to the 
Superintendent, IMCH, Government Medical College, 
Calicut-8, Kerala. Tender must be submitted in sealed 
cover. Tender will be opened on 16-9-2017 at 11 a. m. in 
the presence such of the tenderes or their authorized 
persons who may be present at that time. Late tenders 
will not be accepted. 

Intending tenderers may on the application to 
the Superintendent, IMCH, Government Medical College, 
Calicut-8, Kerala to obtain the requisite tender form in 
which the tenders should be submitted. 

Application for tender forms should be accompanied 
by the cash remittance as noted below for a set of 
tender forms in which will not be refunded under any 
circumstances. 

The tenderers should undertake the responsibility for 
the intimate service even if any change in the dealership 
of the product supply. 

The tender forms are not transferable. Cheques, 
Postage stamp, draft etc. will not be accepted towards the 
cost of tender forms. Tender forms will not be sent by 
VPP. Tender should be accompanied by EMD amounting 
to 1% (Rounded to next 1 Rupee) of the total cost of 
articles tendered for. The tenders not accompanied by 
sufficient EMD will not be entertained. 

Tender No.—S2/1464/2017/IMCH. 

Approximate cost—' 2,90,000. 

Cost of tender form (Including Tax) : 

Original—' 945. 

Duplicate—' 473. 

If sent by post (Postage charge) —' 50. 

Closing date and time of sale of tender form— 

14- 9-2017, 3p.m 

Last date and time for receipt of tender— 

15- 9-2017, 5 p. m. 

Date upto which the rates are to be firm—30-9-2018. 
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Items 

Quantity 

1 

Bi-Polar Coagulation forceps insert, 
width of jaws-3mm, worldng 
length 33 cm 

2 

2 

Hysteroscopy resectoscope loops 

1 Set 

3 

Light Source Cable—Long 

1 

4 

Suction irrigation tubings set 

2 

5 

Scissors Insert 

2 


Further details can be had from the office of the 
undersigned during office hours on any working days. 


Institute of Maternal & Child Health, 

Government Medical College, (Sd.) 

Kozhikode-8. Superintendent. 

QdS'iejoonj njocru^o 

(10(111(3 a£j)(TU5-12574/2017/(100.(15)1.(15)1. 2017 (319)0)00 17. 

(Bcaolpicscesios 6)acuilc9S)ro3 GcSioegestom ecruosmraS eilam 
adloloo) fflcruagoleeices) rarajoioa^aocn) ailoJlu) gnj<ft>06rn63i3g2o 
<Tuoato)lcft>g2o ailanrasmo 6)nj^)j(mra)l(sejcSffl cnliSamooiOcOfflglOTS 
cnldcmo (3T9(H0j6)s (Braoafla^es) anlmetoooloS rntecroo fflj(.(3fflOTyra)jo 
aramffloufltUdoltromjfflooffi fl^<^eiocn)jtft.(A <0i3d6rril^|26)<ft)Oggj(mj. 

rarasaroa cs)jca>—' 2 , 38 , 900 . 

0)1085)1.3(11^0-6)S6TTg(3 85)J<ft>(!Q)J6)S 630J 0985)1200)0 (ffl10)1(2o 

1,500). 

6)S6n§(3 8nfi 008515)1003 oil£i : 

630lsl0)858-' 500 + S3l.n0<T5).s1. 

(51) < ^njl(B<fl6)()-' 300 + sfl.ngjoru.sl. 

8S)oJ0853(U1p1-' 500 + S3l.ci0(Td.Sl + 50 

G^oeiOCTU G nO 0 O 6313 o3 8S)ciJC)S53 (11S>1 (111 853 d36) J OT) 

(3190101)00) 85)1(52)85)1-7-9-2017. 

B(3^£jooi) <Snnoo6SBo3 eo) 0 l§ eielcsajoi) rareoiouoo) 

85)1(52)a5)1(52)Jo ODfflOQJOJJO-14-9-2017, 3 2)611)1. 

3(3^jooi) ouilcO)ffllcoajom rareojouoo) enlcmanlcoijo 

01)25(52)01^0-15-9-2017, 11 21611)1. 

3 ( 8 ^eioou a 5 )jo<s 6 )j(m ssftoastojo oi)2icraoijo—15-9-2017, 
11.30 25611)1. 

3(3>^eiooi) ci)(ni(3 ca>oio1cnj 2)2<ft>g1s53 Qoeueiojsjasisil eo) 0 l§ 
0) 853 eft. 2<ft>e (52)0 (. nil o3 01)1 oJ0(/3, 0)01. 6)21(U)1(S6)a53(S(ft>0(BgS, 
(ScaiO(p 1 (Bc 06 )os -8 ng)(iD oileiooi)asrsdasS raraoajofficfl6)jcfti(S(52)0 
0 aj a <§> 6re 85) 0 6ii). 00oica.1eie1 cS6)joi) 3(3«eio ouj tft>o3 
OD)1ai0l<fiajOD85)ei. 3^<^ei001)Jcft)(A 252<ft)g1(53 (rUjGlajlnJlffllcSfflJOl) 
BlOJODo 0O(lll6)£l 11.30 256TT>1c06) B^rieiOOl)2cft)O0 0O3e(52)O 
(319oO)l<ft.^85) LoJ85)1(T)1u)1<I2)J0Se(52)O 01)001)1(31)^8513)1853 aSlJOcOOflnjSJo. 
85)nJOeil853 £iel(Sc06)6ne G(3^£JO<T5) G o£ 008513)16) (l3 oil £1(52)0 (52)1 
2)6T1)1(S(S2>0(3C51)(3 63(Plffl(ft) 250OOOl)Jo Ol)l1cft)0lc96)JOl)a5)£J. 

200 Oll£1(52)Jgg (?<ft>0g 25J(.GnJ (.85) (315)1(38 0)l02ul85) 
2) 0 (5)^ c9i (52)1 £1 ^ gg 01) 252 85) nJ (.85)0 0100)3(315) 85 )J<Sj (S2>J6)S 1% 

O)l085X3O1 < |j(Sa515)OSJcft.]Sl 3^<^£1001)l(S0)06)S0n : |o OU2)(3nj1(Bd36)6nSa5)06n). 

c9>2SJ 85)853 Oil OI 0 6313 d3 6) 25 (51)1 <S6> 8)3 <8 eft, 0 <8 g S3l 0 03 

(319)n£5l01)1a53 0)1(Il)Jo (oJ OJ^(3T5)1 01)2)(52)6313gl(53 £115^2)0611). 


No. S5/12574/2017/MCC. 17th August 2017. 

Sealed and competitive tenders in the prescribed 
forms are invited from the manufacturers/authorized 
suppliers for the supply of various materials and 
appliance including cotton stockinet to the department of 
Zonal Limp Fitting Centre of Medical College. 
Demonstration of the item is to be done if necessary. 
Approximate Cost—' 2,38,900. 

Earnest Money Deposit—1% of the quoted amount 
(Minimum of ' 1,500). 

Cost of tender form : 

Original—' 500 + GST. 

Duplicate—' 300 + GST. 

By Regd. post—' 500 + GST + 50 
Last date of sale of tender form by post—7-9-2017. 

Last date and time of sale of tender form— 

14- 9-2017, 3 p. m.. 

Last date and time for receipt of tender form— 

15- 9-2017, 11 a. m. 

Date and time for opening of tender—15-9-2017, 
11.30 a.m. 

Tenders should be superscribed with tender 
No. S5/12574/2017/MCC and addressed to the Principal, 
Government Medical College, Kozhikode. Each tender 
should be submitted along with an agreement signed and 
executed in Kerala Stamp Paper worth ' 200 and EMD 
@ 1% of the total cost of the items tendered for. The 
tenders will be opened on the above date in the 
presence of the tenderer or their authorized 
representatives. 

Rate should be quoted in Indian rupees only against 
payment. The tenders without the agreement and 
sufficient Earnest Money Deposit and the tenders that do 
not satisfy the conditions are liable to be rejected 
without any notice. Cheque, Draft, Postage Stamps etc., 
will not be accepted towards the cost of the tender forms. 
Stamp Paper will be supplied to the firms outside Kerala, 
on request, along with the remittance of ' 250 by money 
order taken in favour of the Principal, Government 
Medical College, Kozhikode. 

Further details can be had from the office of the 
Principal, Medical College during working hours 
(0495-2350212). 

Office of the Principal, 

Govt. Medical College, (Sd.) 

Kozhikode. Principal. 
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3(3'^ejocru ojoonn,o 

0)011(3 o0On)2-3OOl/2O17/<\Dl.(D)I.CIDl. 2017 SSJ6)6)£1 27. 

Gc9>o(p1ec96)os GamraS (ScfcOGgsstoei ailaflu) ciile:)co(5i3)fc£jc96> 
rarainjao^aod!) oosxoS 6iag°l(alcQ)Rs8onj ailoirasmo 6>o_Kxjjon<5)te£ice6) 
(Dl(3i2i2iO(moc9S)glK53 orileomo (3raajfflj6)s (3reoco1<ft>j,(3) ojuleKSaoraloS 
(Dlcscmo mjLB6)(u^|«njo aroiDraocjDloadslonziOQffiCDjo rare)® 
rac3<^ejoorujcft,a3 dMd6m1ojj6><ft>oggjorej. 


(.003(2 

cncnj(3 

GcSogiocni) 

mauca 


6D0DO 

1 

o001)2/3001/17/ 

odIodIodI 

6)0JU 0^(33 

6)fflOlffl1(ffi (53(D) 
o 

2 

0001)2/3002/17/ 

odIodIodI 

6)OD($(53 

6)fflOl®1® (38(D) 

O 

3 

0001)2/3003/17/ 

odIodIodI 

6)OD($(53 

6)ao1®l® (38(D) 

o 

4 

0001)2/3004/17/ 

odIodIodI 

6)OD($(53 

6)2)0l®l®(530D 

o 

5 

0001)2/3005/17/ 

odIodIodI 

6)01)0^(38 

6)2)0l®l®(530D 

o 

6 

0001)2/3006/17/ 

odIodIodI 

6) 01)0$ (38 

6)fflOlffl1(S) (38(D) 
o 

7 

0001)2/3007/17/ 

odIodIodI 

6)(U)($(03 

6)fflOl®1® (38(D) 
o 

8 

0001)2/3008/17/ 

odIodIodI 

6)(U)($(03 

6)[2)Olffl1® (38(D) 
o 

9 

0001)2/3009/17/ 

odIodIodI 

6) 01)0$ (38 

6)2)0lffl1®(530D 

o 

10 

0001)2/3010/17/ 

ojdIodIodI 

6)01)0^(38 

6)210lffl1®(53flD 

o 


3(3n£1O0ID (Bo£lOO(5T5)l6K$ dflej: 

rareouraS— ' 1,250 + GST. 

oJc9d(3o_J- 625 + GST. 

tainJoroS oitpl—1,300 + GST. 

<3c8n£10CTU G oD 0 (16313 (/3 (SlnJOOS (U<Pl (111 (53 d36) J (TO 
rareaiciDooi railaDraitojo cruacoxujo—31-8-2017, 3 asrril 016)0. 

GsSneioau (Sa£)006si3o3 culraSceojcm rare on od 0 cn 

0)1 W (5)1 W Jo 0Dfi®(11Jo-13-9-2017, 3 mSTDl 016)0. 

3(8neiocrujcft>o3 eiel(Sc66)6ne rareaioiDoon (3)1® rail ®jo 
(iDa®(ijjo—14-9-2017, 4 a6m1 oi6)o. 

(3(3cieiocn)j<ft>«3 ra)jOce6)jom ra)1®ra)1®jo ODa®(iijo— 

15-9-2017 OOOil6)ej 11 12161101016)0. 


B(3<ieiOODJca>C/3 Ga6)£1tf>JGO13)0SJ<ft>]Sl CBCOdli CD(53cft>Jca>(B®C), 

(.oilnSmilojoaS, corn. gciokoS G<ft> 0 (Bgsj, Gca>os> 1 (Bce 6 K)s -8 o 0 ore 

OllejO OD (513)1(58 rare®®‘c96)Jcfti(B®0 6) oJ <2 Qg> 6TB (5) 0 cft> J (TO J. 
G(3<^eiocn)jca)03 rareonj6riicru)ioJca>o(ao ooajl6)ei n m6m1d36) 
G^^ejocn)j<ft>oo 6 )agecs 2 )o raraoo)1<fej,ra) [oJ(5)1o)1u)1®j6)scb®o 
cruoaDlrjDjjOiroloS O)jo<s6)6)o ; ]sjo. ratoioeilraS ejelGc06)6n§ g^^ood 
cb onoooi3)16>a3 ml£i®o®1 ffl6m1e®()(3ou)(3 63tpl6)<ft> ( 26 )gocmjo 
ai)/lc03Ols6)jcinDO)ei. 6>6 )ouc94c&>1§joto ra(3^ejofrojca>c^ (Diftaiol^jonraiey. 

200 m1ei®jgg (Bcfcog aj(.aoj(.o)OT5)1o8 cnloa/lo) 

fflORnj, <ft> ®1 filjgg <T0ffl2) O) oJ(.0)o 0100)3013) O) J A, CO) J 6 ) S 

1 % cnlo o) (.3 oij, eoT3)o sj cajsl b (3 r>ei o crul s oi o 6 > s o oj o 
anffl<3o_|1ec06) 6n§o)06iT>. 

cft)JSJ0)03 Oil OJ CO 6313 C/3 e <ft> 0 (pi e C06) 0 S 0)O1. Bfl5)(53 

<s<ft>0Ggs3l6)(i3 rarajoDlorulraS (nlanojo (oJCujraToil ODi2)®63T3g1(53 
eiejj 21060). 

No. S2-3001/2017/DCC. 27th July 2017. 

Sealed and superscribed tenders in the prescribed 
form are invited for the supply of Dental Materials for 
Dental College, Calicut. Tender forms can be had from the 
Office of the Principal, Dental College, Kozhikode direct on 
payment of " 1,250 + GST and by registered post on 
payment of 1,300 + GST by money order. 
Tender forms should be superscribed as “Tender 
No. S2/3001/2017/DCC” and addressed to the Principal, 
Dental College, Kozhikode, Kerala-673 008. The last date 
of receipt of tender is 4 p. m. on 14-9-2017. Late tenders 
will not be accepted. The tenders will be opened at 
11 a. m. on 15-9-2017 in the presence of tenderers or their 
authorised representatives who may be present at that 
time. Tender forms are not transferable under any 
cirumstances. Sale of tender forms will be closed on 
13-9-2017 at 3 p. m. Cheques, Drafts, Postage Stamps etc. 
will not be accepted towards cost of tender forms nor will 
the forms be sent by VPP. Duplicate copy of tender form 
can be had on payment of " 625 + GST. 

Important 

The tenderers should send along with the tender an 
agreement executed and signed in Kerala Stamp Paper 
worth " 200 and an EMD at 1% of the total cost of the 
items tendered for minimum ' 1,500. Tenders without 
agreement and EMD will be rejected outright. Specimen 
agreement is annexed to the prescribed tender form. 
Stamp Paper will be supplied to firms outside Kerala on 
request along with a remittance of ' 250 (Rupees Two 
Hundred towards the cost of stamp paper and " 50 as 
incidental charges) by money order. Brand name and 
warranty of the items quoted should be 
mentioned. AMC/CAMC rate should also be mentioned 
along with tender documents. Demonstration of the quoted 
item should be made, if necessary. 


Gaz. No. 36/2017/DTP (Stores Purchase). 
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SI. No. Tender No. and Name of Items 

1 S2/3001/17/DCC/Dental Materials 

2 S2/3002/17/DCC/Dental Materials 

3 S2/3003/17/DCC/Dental Materials 

4 S2/3004/17/DCC/Dental Materials 

5 S2/3005/17/DCC/Dental Materials 

6 S2/3006/17/DCC/Dental Materials 

7 S2/3007/17/DCC/Dental Materials 

8 S2/3008/17/DCC/Dental Materials 

9 S2/3009/17/DCC/Dental Materials 

10 S2/3010/17/DCC/Dental Materials 

Closing date and time of sale of tender forms by 

post—31-8-2017, 3 p. m. 

Closing date and time of sale of tender forms— 

13- 9-2017, 3 p. m. 

Last date and time of receipt of tender form— 

14- 9-2017, 4 p. m. 

Govt. Dental College, (Sd.) 

Kozhikode. Principal. 


Police Department 

(3(3<^eiOOO njfflcru^o 

00011(3 El/5142/2017/T. 2017 (315)0)00 9. 

Gnjornlcru Qjcajjajkejdio raojciK^mocm o/lcuilcsaDO < 03^020 
(300)26111001) gnJcft.ffl61Do (636)(360)o) (lil(3)(360)o 6)rU<gjOTK3)laDJgg 

ajLBOJny (3(3^ejoorojcft>(/3 14 - 9 - 2017-00 otiIoqxbiI ooculoei 
11 a 6 rrilc 06 )j ffljouo<i2)1 go 630a£i1oo1(53 me1<06)(3iro<06)m1m(3i3)1(33 
cMdsml^jjsic&oggjanDj. 

(3(3<^ejooru oiou<3— 7 / 2017 . 

0)1(3(3)1/3012,0—' 3,379. 

6)S6T15(3 <Sa£)00(313)l6)03 Qll&l-' 700. 

B(3<->£jood fflijoceojcm (3/to(5)1<i»2o oofflcffitujo — 14 - 9 - 2017 , 
2 126011. 

ga4<03(36O)6313(/3 

• Tripod for video Camera (Heavy Duty) 

• LED Video light 

• Video Mic 

• External Storage 

• Memory Card 


ouajleaao3d(3i(ft>a3 

(p4(B(B)2><032OOQ>1 c&>]6)S (S.nJ(3c96)JOT>2 

siojoraiimo®) ari1(3c(3(/as3T3c/3 

1 . cft.ffloojcft)0fflo3 LoJcraoooimoc® oi1(3emo6m oa>ouoi1 (5)6 )oti 
raTajaDifflIdisijeftleaDO fflso3cu)o1eijo (ulraSoJOKjaleijo 
ou(3oj1 orulejjo oJ6)a> sj <s6)j qjo mjgg oil(3i220 6m 
cftoo oil cr»j6is crosm o) oj(.®)° ggg raraooil 

O^OrUOOltBOffiO (3O)C!C»1(3l(B<06)6Og<3)O6lf>. 

2 . 630,; tftiffloo 2 <ft>oooi O6oe cu^OoiooleoaeaDo/goJcftiOem 

O)1(322)0(5)0ail6)O)<S<S))0 |.o4(3)1O)ICJDl<03(3l^j afflj (p4(B(3)2,<03 

6)so3odo1oi oilej GffleoeiojsjormjcuooS njoslrn. 

3 . <ft>ooojc930fflo3/gojca>06m oil (3 2210 (3) 0 oil oi tug 6)0 
ciilojjejffloco) o1«j)1<r»1ra3 LoJciKSrarail^ijajojoT) ao(3qj1oo 
6)000^(3 gatnymlraS g6ngocs<036rr3<3)2o oo(3q/1oo 6iooog(3 
ouo 6 mo\dl^| 2 gg ailcuo6sra(A 6iso3cui(3 <jo 6 iica>g 26 )s 
<ft.26is ooa^o_|1ec96)6os®i06ni. 

4 . csioaojcfeoffloi LnJoeojej^ormlejjgg oo1.n<j)oo.g1./(ijog 
O83lOUe(.Sn3d03 g6n§0Cffi1o1(Sc96)6OgO12o (30)(!Q>(5)l6)a3 aeOojl 
6)S03(U)Ol(SO106)S0(T : |o gggSc06)o 6)iLl(B(3pi3(5)2206lf). 

5 . ta.ffloojcft.offloi (.040601012,orailejjgg o40o3/so<acBOOc334 o3 
go36KU)cfl60o oioikS a®coi1oi g6O3oco>1<3lcB<06)6Og(3)2o 
(3i5)0Q)oil6io3 e^OiojI eisoScuiolemoeisoojo gggs<s6)o 
ffliiie<g6n§(oi2ao6ni. 

6. <ft>raoojoa>o(3o3 ( 3106 MP ojoqcdjot) oooc/i(5)1<03gl6)ei 
aooira60i(u)63ragl6iej oggcujo cft,jo6T3T3i cscoioai^oi 
a^ffi/leijo g6O§0(!Q)1ffl1ecS6)6n§(3)2o (30(3)2 croosmmjol^jjgg 
effl6ii<ft,cd ooa^n_|1(jc06)6n§(3)2fflO6Oi. 

• 6)so3cu)o1ks 3 nJ6)a,S2ca6)j(m(5)loi (. 0406111012 ,( 313)1 

OJ2SS go4<03(36O) 0)1(32120601 <03(1110)1 0Q>2 6) S 
CIO 2)2(3) o4[(3)o. 

• <03(30 02 <03 0 (36)0?] (3S3l(10(B(.So3d(l3/00£)Oa4 0) 

O2rLl1c03(36Ol OO(3§1a£)1<06)g. 

• (30(110000) m2 crD l OJ( ® n3d ® (n,3) <a>ffloo2<03O(36io^ 

eioeoic394S 6moeio3oo oafld 

o 

• C03(3OO2<03O(3O3 (300100001 2)2(012 (U(3o9do gn4c03O6Ol 
0)1(32120601 <fl3(1110ll(!Q)26)S (3Ooal1c032,(3) C112)0n40(3l/ 
ail(3)(36Ol<06)O(DO3 (3O)(D)l(3le<06)6O§(31O6Ol. 

• <03(30 02 <03 0(303/0)1 (3 22)060) <0> OU 0)1 / 011 (31 (3 601 
0)1(322)0601 <03Oiioi1(s))26)s gets) g(33o_|fli)63i3g1(38 

g(33o_joraoi(3i3)1ei2o ail(0)(36O)(3i3)1e?2° e<03(3g 

(SnOOeilOOlGOlO (BAfflg OO(3<06)O(3 OOLOOrUO) 
6313 C/3 (B <06) 0 g gg ag}gOJ2o <032061313) 22011 

Q1(3<33d6)(3I0) n4(3l<i4CQ)o. 
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mlsnirnjucncOjcH 

1. 3(3<^jocru rare (Dio® <00 jam cruouxnrarailoai] Gnjojo 
moruojo efflsuflnjsjcsTffin sflejo csnjoejlcru csacDoail, 
(3>1(3J (9 (D (15) a_IJ <9o-OJORjS n®(TD Oil £J0 (19 (315)1(53 
(3Tdoc»cffiGc9S)6n§«»osrn. (momcrul^ijfuffljanD 3(3neioorujcft><A 
cruj”l<ft,ffl1t0«)jaTKroej. 

2. 3(3^£10(192<ft>C/3 14-9-2017-Do (5)1oQ>(5)1 2 2)6n)1c90 

anraojODOormlraS ar)Og3(9Oa80lqa1s)99 cftiffloo2<ft.offljasGca)o 
919(9(3 (OTacDl<ft.oasrLjsi(3TCT)1oQ)lsi99 LnJ(5)1(n1u)1tft>gj0S(B<s2)o 
cruo(rDliD|j85Tij)lra3 (Wjotsfflymaxxrn (nlraantqcu^o g)ej0(5i5) 
a(3<^ejocrujcft)a3 raraeijjoaSajiaanD (Dlamil<ss)jaT)8j)06iT). 

3. n ff)§] 0 c&>ao oj ca>oajo culra) amo On_icg>oa3 

ancgiooocsolaslgjgg gnJca>a6TT)o njalGaaoaxrK®<flS)ocDil 
i4-9-20i7-0o (rotocnl g^aasa 2 asrulcsa ssleio Gnjoe/lcru 
GfflCDonilc®jas aoaiilcnilGejcea fflta.06n§jaiea6TBai06rn. 

4. tvmmralpolice.gov. in n^oro 0(9619000901(53 crilcnDjo 
assne^GoCDOo fflcu)'nsn3eejoajD Onjajoaqcmanjo 
(319) 33) 85)1 CD l oJO 61313)1 SI 99 Ollej 01)12)0(1^'' (OJDOaiig 
(319)00)1 assneolsoDoasonjo <Tua(3o_|1ec96)6ne(3)ao6nD. 

5. mla (3i (.3 ai^ (5)jtft> esleio Gojoeilcru gscddojI 
(5)1ajoj cn 03) ojjao ojoraS Goj^cea aooo (9jcro 
(91(1X313)1(53 ar)osaoGcS6)6ne(3)jo chla(3)L3(9^o ca^oesrfldo 
GL^oni) Qnjcmo) 6i908i (.anoaDg (319 >gcq>o (Sn9o1 

Grruailocnoru rarajcsooio 09(3,000(3 GLoJoaloruol g<t>o§ 
(3i9)G(S)0 co^oaenel rai9)(s<i»o a)0n96rn(53 earuailouicru 
(319c06)(D6n§ (319)G(Q)0 Cn)ffl^a_|1c9S)0(9janD(0)06rn. 

6. (9lOD3l2lOOQ) 2)0) (9l (9 a 6313 g) o 831&J0 GnJ0ej1(19 

O o *— o 6V) 

Gmcnoailoaijos 630o£i1a9l(53 cnlcmjo eaaSojoeraro) 
ac96r9fflacrug1(33 oilcmjo eje^2)06rn. 

7. gnJ >0.0 611) 6313 C/3 (319(3)^ 05) 0 GoJ cftfldl (3) 2)0 00) (3)1 0)0(33 

(3)1 a 0 61315) S ^ 696) 6)o_| S^ 0*0 cft> aO O J <ft >0 a(l3 a$(P 

31(9 09 (513)10)1991(53 (3)001) (,oJ09(3)J(3) gnJc0>ffl61T)o 
eie^aoGc86)6ne(3)D6n). 

8. t 0 >aa oj <ft>o ao3 6i9crui 0 n_|§ ou o a a (3)1 <a> 
gojcft.a6n)63i3gj0s demonstration ouio3>o iJleicnleijo 
g(313)a(903l(3)j(313)1ejjo 0)SG(313)611S(3)06n). 

9. 09oar9lg2<ft>c/3 asc90l o)(38tft.j(90O)jgg graisiomoslrauo 

gD ojcft.jojIaS o)1c»^1aj(3)mooa)1§1ej0(3i3)(3)0ca)j(n)j. 
Ga6U0o_|si(3i3))OD oilei 31-3-2018 (90a ffloom1ejo0(o) 

(Goo O 60 

o)1eio)1(3G(3i3)6ne (3)06n). 

10. esl£yo Gojoeilcru GfflCDO(9lc06) cmootsioaj 0S6nsojo 
offioosnooj .fljooemaijo eenjocjD^aojsjaisiooaj) cnlaorul 

c90j(11)(3)1o)jgg oJ](3611) (319U)1cft>O0o g 61130 oq> 1 alcoaj 
011(3)0611). 

11. cft.JSJ(3)(33 (9l(9O63I3«3c00 DYSP 0O)SJffl6313OSl0O)GOQ)O 
(Ph. No. 9497990018), AO ailajajoxisinjjao ojoeilocnecox) 
(Ph. No. 0471 2302296) 619(rU)0ijJSO(9JOT)(3)O611). 


No. El-5142/2017/T. 11th August 2017. 

Sealed tenders are invited with samples under two 
bid systems (Technical & Financial bid) for the supply of 
the Video Camera (1 No.) and following equipments so as 
to reach this office or before 11 am on 14-9-2017. 

Tender No.—07/2017. 

Required EMD—' 3,379. 

Cost of tender form—' 700. 

Date and time of opening of tenders—14-9-2017, 2 p. m. 

Equipments 

• Tripod for Video Camera (Heavy Duty) 

• LED Video light 

• Vedio Mic 

• External Storage 

• Memory Card 
Specifications 

Attached separately 

General 

1. The Bidder should be a reputed Original Equipment 
Manufacturers (OEM) or authorized dealer of OEM, 
who is having an Authorization Certificate from the 
OEM to participate in the tender at Kerala Police and 
Certificate from the OEM for sales and service. 

2. One Bidder cannot represent two supplies/OEMs or 
quotes on their behalf in a particular tender. 

3. The OEM/Bidder should have a well equipped 
service centre functioning in India to cater to 
immediately after sales requirement; Copy of Service 
Centre details must be enclosed along with tender 
document (Preferably bidder should have a Service 
Centre in South India). 

4. The bidder should have valid CST/VAT registration. 
Copy of CST/VAT Registration Certificate should be 
enclosed along with the tender. 

5. The bidder should have valid PAN/Taxation Index 
Number, copy of PAN/Taxation Index Number 
allocation letter should be enclosed along with the 
tender. 
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6 . The Bidder must fulfil the following minimum 

qualification criteria to prove the techno-commercial 

competence and submit the documents in support 

thereof. 

(a) Valid Authorization letter from the OEM to attend 
this particular Tender. 

(b) Certificate of Registration/Incorporation Certificate 
of the Bidder. 

(c) Last 3 years financial status of the Bidder’s/P&L 
and balance sheet/audit report of last 3 years. 

(d) The Biddder (authorized dealer/distributor) should 
have the dealership/distributionship for at least 3 
continuous consecutive years with the OEM. 

(e) The bidder has to submit a Warranty Certificate 
along with invoices. 

(f) The bidder/manufacturer should have a 
minimum of 3 years experience in the 
Manufacture/supply of same OEM products and 
related accessories for Kerala Police/any Kerala 
Government organization. 

Conditions 

1. The tenders should be superscribed with 
Tender Number and name of the store articles 
and addressed to the District Police Chief, 
Thiruvananthapuram Rural, Kerala. Late Tenders 
will not be accepted. 

2. The tenders should be submitted in two separate 
parts containing Technical and Financial bids in 
separate sealed envelops clearly superscribed and 
should be put together in a large envelope, all 
envelopes sealed and superscribed with “Tender 
No. and Name of item”. If any offer contains 
technical bids and financial bids together in one 
envelope, such offers shall be rejected out right. 

3. Opening of Tenders :—Technical bids of the 
offers received with requisite EMD or bid security 
with samples will be opened on 
14-9-2017 at 2 p. m. in the presence of the 
representatives of the firms who may be present 
at that time. All tenders received without EMD 
will be rejected, outright. The technical bids will 
be evaluated by a Technical Evaluation 
Committee and those that do not conform to the 
specifications will be rejected. The financial bids 
of the technically qualified tenderers only will be 
considered for opening at a later date. The date 
for opening of financial bids will be intimated to 
the concerned suppliers. Unopened financial bids 
of the technically disqualified bidders shall be 
returned to them. All prices quoted should be 
inclusive of all levies and taxes. Customs duty if 
any should be mentioned specifically. 


4. Intending tenderers may, on application to the 
District Police Chief, Thiruvananthapuram Rural 
obtain requisite tender forms on which the 
tenders should be submitted or download the 
tender forms from the Kerala Police Website: 
tvmruralpolice.gov.in. The tenderers who 
download forms should submit the required 
tender value as a Demand Draft along with the 
tender. 

5. Earnest Money Deposit (EMD) should be 
furnished along with the tender. EMD may be 
submitted either in crossed Bank Drafts/Treasury 
Savings Bank Deposits/Government Promissory 
Notes/Bank Guarantee or National Saving 
Certificates drawn in favour of District 
Police Chief, Thiruvananthapuram Rural 
Thiruvananthapuram-695 033. The name of the 
firm and tender number should be mentioned in 
the reverse side of the EMD and tender cost. 
Firms which are exempted from furnishing EMD 
should produce a copy of relevant authorized 
document for verification. Without EMD, the 
tenders will be rejected. 

6 . Specifications and list of items of each tender 
shall be obtainable from Office of District Police 
Chief, Tvpm Rural during working hours or from 
the Police website as mentioned above. The firms 
should also furnish the detailed specification 
make, brochures, Test Report from Govt. 
Laboratories/Agencies (whether possible) 
technical support network in Kerala etc. of the 
equipments along with the tender. The tender 
without detail specifications of quoted items, 
Brochures, make etc. are liable to be rejcted 
forthwith. The tender without separate envelope 
and not superscribing the tender number will be 
rejected. 

7. As per items are urgently required, the selected 
bidder will have to supply the item without loss 
of time, preferably within 7 days. 

8 . Samples will have to be submitted free of cost 
whenever necessary, which would be returned 
only after the supply is effected. The firms should 
be ready to show live demonstration of technical 
equipments at their own risk and cost during 
technical evaluation. In the event of firms not 
able to show live demonstration. They need to 
convince the Technical Evaluation Commitee 
about such inbility and resort to Documentary/ 
Power point presentation with original product 
brouchers/CDs/Scale models/Vedeos/Slide shows 
etc. to the atmost satisfaction of the Technical 
Evaluation Committee. 


410 



12th Sept. 2017] 


STORES PURCHASE 


1263 


9. Ordinarily, no advance payment will be made for 
procuring any of the above item. In case, 
advance payment has to be made, a clear case 
has to be made out by the tenderer. However 
this will be only in extraordinary circumstances. 

10. Samples will have to be submitted free of cost 
whenever necessary, which would be returned 
only after the supply is effected. The firms should 
be ready to show live demonstration of technical 
equipments at their own risk and cost. 

11. Police Department is not liable to send any 
individual communication. Police Department is 
not responsible to return the samples after 
verification. The rates quoted should be valid and 
firm till 31-3-2018. The District Police Chief, 
Thiruvananthapuram, Rural is empowered to 
reject any tender without assigning any reason. 

12. For any further clarification please contact 
DySP Nedumangad (Pho: No. 9497990018) or 
Account Officer (Ph: 0471-2302296) 

District Police Office, P. Asok Kumar IPS, 

Thiruvananthapuram Rural, District Police Chief. 

Sptvmrl.Pol@kerala.gov.in. 


Technical Education Department 

ei<^eij oc3>^eiocTu njorru^o 
(i) 


ra^rieiocru 8a0oo63Bo3 uHl^milajooS, raosslmcoocrufl 
gn3milg^2§ raoad ©ScebGcnoggsl, 0<uggj3 nil. 63., njoamosl, 
G<ft>o§<i 2 )o -686 501 n 3 )cm Qjleiomx!5iro1ro3 emo1e§o 2)6rr)1(B<2>o3(u)3 
ajG6ncr><SQQ>o n®eio (.n-ioi^®i3)l 6laicn)63i3gl0ijo 00011001 
io B6rril mjcsiRiS 00ai<a>j(5crr)0o 3 (26ml 0100 0je1c90j(m(5)O6nr>. 

H^nejoonj (TuffldSnjlcoeijcro <ft>oio1cnj2)jca>g1(53 BtS^eiocru 
mcruajo coil w rail<2)jo eoeueinjsjeraKnerBRjiosrn. aiS^eiocru 
Gn£ioo63Bc/5 cq) 06 )(wo fflj <ft>o 06 rr)aiaao 0 jjo 00 c&> 2 iogo 0nj<sj>jojoa3 
njosjggtmei. 6>nj<e6i, (aoonog, (SruoamoS 63o3cu)3, ®)nJO(38 
anomj miKneiocffioi oruilcftialtssiiamcmej. 

OO O O 6V) 

B3o0iocro chlomo raracnjcrurol^j B3o0iocm orua^njlcOffljanD 
(3rd) c/3 B(3>^eio<Tulacnon : |o ' 200 <ul 0 i< 2 )jgg (5<ft>0g 

ajL^njumraraM crumasnnJLroKSRSTmoeisonjo 0210 ( 313)0 anjda>( 2 )j 0 s 
630 ;; croanaocno ( 1 %) cnloKSHraaijjo <u)1 ojdI orajcrsl 
oruac3n_|lcsc006n§(roo6rn. gooi go 010015 ) (3 3<T0ioanjc9j(/3 

(T)l0JnJO(I)1<ft>o Cnl0arulc96)0n_|S2aT)(roO6rn. gnJta>06n)6313gJ0S 
ajla 83 ciil(U 063 Ba 3 ( 3 ( 3 <^eiocru enCoorarrolDcnonjo 0 je 1 c 90 janr) 0 )O 6 if>. 

No. D1 -4214/2017/RIT. 28th July 2017. 

Sealed tenders are invited for the Supply of Various 
Equipment for the Electronics Lab of Electrical & 
Electronics Engineering Department of Rajiv Gandhi 
Institute of Technology, Kottayam at a total cost of 
' 1,35,000. 

Cost of tender forms (GST) : 

Original—' 472. 

Duplicate—' 236. 

Last date and time of sale of tender form— 
14-9-2017, 2 p. m. 


00011(3 01)11-4214/2017. 2017 S3J000J 28. 

&&>o§cd)o oosslciknooinl ga3oru1oy§ 63Oa0 0Sdakscnoge3lc2)l00j 
6D£j<fti(B(.so6m1c8Zai) (3re)0i]" 6gej<ft(.s1c06)K53 aileocnrarmlaei 
g)0J,ft(B(SO6rl)lc0/<TO £106Tlll6)£J gnl (5 (2)0 U) 013)100 Qjlculu) 
gnica>06rr)63Bu3 oxnScfcjaDOTlcn omsSnJOj^jgg c8>03ojc&>o0l(53 
crilanojo 2ijLt30iiy cftiCiiojAglraS 2K5m0<n)i@oai2ijgg <33n0iocn)j<ft>a3 
cOi3d6TT)1ii-|)0ift>O391OD1. 

rarasaraS 0 )jda>—' 1 , 35 , 000 . 

0SCl3(U)3 (Bo0OO(313)l0(li] (lil01 (all. n0OU si. g(/30o_|0S): 
(313 (ID (38-' 472. 

(TV) 

nlc0D(3a_j- 236. 

(3(3>^eiorm <jn0ooo ailoSteojcm rareaicmom (5)1(2)0)1(2)jo 

C1D2K2)OJJo-14-9-2017, 2 21611)1. 

nljffllajlnj B(3«ejO(TV) CTO J1 eft. 01 c00 J (IT) (300101)000 

(mlcoxsftojo cn) 2 i< 2 )aijo— 15 - 9 - 2017 , 1 a6m1. 

330010 am' (3)jocri) nj ole (00 col <00 jam 0)1(2) 0>1(2)jo 

(1D2K2)OJJo-15-9-2017, 2 21611)1. 

<3(3<i£iocn) Gnnooo 0)nJO03 2ij(563jar) 001 cnaai ,209901 <3 

35 (30 U)1 (ft. 210(2)1 630(500 (33n0JO(T1) (100 00(313)1003(2) Jo 

oil 0 KB( 2 )O 0 SOn : |o 2i6ii)1(s<2)o3cu)3 (30)00)1 (30<2)<2>(B ( e06n30)36m. 

21611)1(5(2)0301)3 ODllcftiOlcOOjni) (300101)0(1) (3)1(2)(3)1 29-8-2017 
(30)(2)l0lc90Jo. ffljcft,g1(33 nJO61313)l0lc00JC11) 0SCl3(U)3 (BnBO2Sl0O$ 
oilei ngjejo ar) 1 <ft>j 0 ) 1 ( 2 )jo g(30nj0S(2)O6rn. 


Last date and time of receipt of tender— 
15-9-2017, 1 p. m. 

Date and time of opening of tender— 
15-9-2017, 2 p. m. 

Those who want tender forms by registered post 
should send '35 extra for each tender besides the cost 
of tender forms by money order to the undersigned which 
should be received on or before 29-8-2017. 

Tender forms can be had from the Office of the 
Principal, Rajiv Gandhi Institute of Technology, Velloor P. O., 
Pampady, Kottayam-686 501 on a cash remittance as 
above or by money order on all working days between 
10 a. m. to 3 p. m. The tender should be superscribed as 
Tender No. and date. Cheque, Postage Stamp, Draft, 
Postal Order etc. will not be accepted towards the cost of 
the tender forms. The tender forms are not transferable. 

As per the tender condition the tenderer should send 
along with the tender with an agreement executed duly 
signed in Kerala Stamp Paper of value of ' 200 and 
EMD 1% of total cost of the articles tendered by way of 
DD in favours of the Principal, Rajiv Gandhi Institute of 
Technology, Kottayam. Tender without agreement and 
EMD will be rejected, detailed specification will be 
issued along with the tender forms. 


Gaz. No. 36/2017/DTP (Stores Purchase). 
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( 2 ) 

cr>auc3 (uili- 4213 / 2017 . 2017 rarajuxTu 1 . 

&&>o§cq)o soesldk/mrnl gDa^mjlgyl aoaD 6)Sdfemoge3lcD)l6)£j 
rare)(3c96)l6)Sd£uj(3 ajleocnRsrmloej 6)6)<a>aGgc)g8sl £j06nilG£ices> 
rare)cu a 0 cm 6)nf>e/l63()6)(u)a3 gnj ca> ra 6 tt>qijo oiIo/Icd 
fflcruaScruojcftgjo a)s53<ft>j(ma5)1cn tmoraSnja^ajgg c&aoojcftiOffllroS 
cnlcmjo ajLoajij <ft><uoj<ft>g1a58 araruraarujeonjajgg 3(3^ej0(rujc9>a3 
<ftad6rnl^jj6)<ft)OggjcTT)j. 

(TOSad «DJc9j-' 4,94,700. 

s)so3ojd(3 eareooraTrolrao^ ailei (sjI. ngjaru. si. gaSanjras): 
rarecruraS—' i.iso. 

(TO ’ 

oJcOd(3o_J- 590. 

GcJi^ejocru saoooo ailraScsrajcm rarecurruocn (mlcmraflcn^o 
cruacDxujo— 18 - 9 - 2017 , 2 2)613)1. 

njjalnjlij 3(8^ejo<Tu cruj1cft>®1 c9S)jcm rarecucruocn 

85)1(0)85)100) Jo O3)210Q)C11Jo - 19-9-2017, 1 2)613)1. 

3^aeiocru anjocrd nJ8>lG(/aou)1c96)jcm esUoo) anlaxjo 
crufflocsrujo— 19 - 9 - 2017 , 2 2)613)1. 

3(3<^eiocru SnODOo rairuoraS ajesuao rarejaicre^jggaidS 

35 rarea)1cft)a0CS3)1 630G8K) 3(3<">ej0a)) G 00 008585)16)0300) Jo 

aileKscrsosisoojo 2)6T3)1 gcd)0(3cu)( 3 raid)00)1 rarecoxisetesisrBraiosrn. 
2)6T3)1 gcd)oc3cu)( 3 cruj1ta>ralc9S)j(m rarecucruocn es)1oo>s5)1 30 - 8-2017 
rare>co)1ffl1c9ajo. aj<ft>g1ra3 nJ068585)l8>1c86)janD 6)sa3(u>(3 eoreoalacijS 
nJlei a)1ca>ja5)1oo)jo g«36)o_|6)S0Q)06rf). 

3(3<^eiO(TU Ga£)0O63T3C/3 (a-ila3 oral o_|0 c/3, ffloss1ajo)oaru)1 
^o8<TUlg^§ 630o£) 6)Sc£6G())0g8Sl, 6)CHggJ(3 oil. 63., aJOOUOSl, 

(?cft)0§cc!)o-686 501 o®ono culejocruasKsilasS Gcn8>lG§o 2)613)1 gcd)0(3cu)(3 
2)jg6uo)gcd)o n^eio c^oj^carmH 3lai03)63T3gl£jjo aoculraej 
10 a6nil ajtroraS 6)6)<Ucft>jGa))8>o 3 asrhl cuara eieltsajcrnrawern. 

3(3^eiocru (ruafSojl.sffljaT) ca>cuo1a)ja)jc&>gl853 3^<^eiocru 

cncrurajo 85)1 CD) 85)1 CD) Jo G ffl 6U 6) ojSJ (18585) 6133 85) 0614). 3(8 r >eiOCn) 

(So£ioo63i3a3 (D) 06 )a))oaj ca>offl6rr)niu8oeijo 6)6)cftiaogo 6)n_iog>j(iioa3 

oJ0SJgg8S)ei. 6)oJc96), (.OJOOaOg, GnJ003)853 630(3(U)(3, 8S)oJO(!53 

arnocnj aj85)eiocD)(U crailt&sfl^jcrrxmej. 

3(3^ejocru cnlcoiao raracnjcnxal^ 3c3<iejocri) <Tua(3o_|1c96)jcnr) 
rare; <A 3 (3 ^oaru^aDOojo ' 200 o/lejcnjjgg SAOg 

aj(.3o_|L®>raT(5)l853 (13) 2)2) 85) o_l (.85) G8585)06) S0o_|o 6)a08585)o O5)J<ft>0Q)J6)S 
63 a j craa5)aoo)o ( 1 %) 0)1aas)L3ciij ) o cull odI rare)<i»1 
03)a(3ojlGc96)6n38S)06n). gDC)1 §3 010 8)85) 3 (3 0 03) J cft> «3 
0)1ajoJOU)1ca>o O)1aO3)1c06)®o ; |SJOT)85)O6n). gnJca>8>6T3)63BgJ6)S 
ailc/03<ulQj8>63Bc/3 3(3^ejoa)) Goreooa585)1ao)Oo_|o eje1c96)joo)85)06no. 


No. D1 -4213/2017/R1T. 1st August 201 7. 

Sealed tenders are invited for the Supply of 
Heliodon Equipment and Various Climatology Lab Sensors 
of Architecture Department of Rajiv Gandhi Institute of 
Technology, Kottayam at a total cost of ' 4,94,700. 

Cost of tender forms (including GST) : 

Original—' 1,180. 

Duplicate—' 590. 

Last date and time of sale of tender form— 

18- 9-2017, 2 p. m. 

Last date and time of receipt of tender— 

19- 9-2017, 1 p. m. 

Date and time of opening of tender— 
19-9-2017, 2 p. m. 

Those who want tender forms by registered post 
should send '35 extra for each tender besides the cost 
of tender forms by money order to the undersigned which 
should be received on or before 30-8-2017. 

Tender forms can be had from the Office of the 
Principal, Rajiv Gandhi Institute of Technology, Velloor P. O., 
Pampady, Kottayam-686 501 on a cash remittance as 
above or by money order on all working days between 
10 a. m. to 3 p. m. The tender should be superscribed as 
Tender No. and date. Cheque, Postage Stamp, Drafts, 
Postal Order etc. will not be accepted towards the cost of 
the tender forms. The tender forms are not transferable. 

As per the tender condition the tenderer should send 
along with this tender with an agreement executed duly 
signed in Kerala Stamp Paper of value of ' 200 and 
EMD 1% of total cost of the articles tendered by way of 
DD in favours of the Principal, Rajiv Gandhi Institute of 
Technology, Kottayam. Tender without agreement and 
EMD will be rejected, detailed specification will be 
issued along with the tender forms. 

Rajiv Gandhi Institute of Technology, (Sd.) 

Kottayam-686 501. Principal. 
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£J<1£J2 (3(8<^ejO(TU njotru^o 

cnarufS mil/i 7 i 6 / 20 i 7 /n<j)o. si. a^. as^o^aS. 2017 cmajcnaru 1. 

ar^oajai anDOfflosoaru oscftcsaDogsItSSKnS g>a3af\jloy§l6)£j 
fflfflejL6ruo1<i»1(iej<flo rarajCu^fflocQ) o£i(36m1^|0jca>a3 cultOKasmo 
s>!ij<3>oa3 (roo«58n_jo^i2ijgg cninonjfn63i3g1ro3 cnlcmjo 
3(3^ejoomjc9>c(3 cBA<sm1ii-|]6>cai03a)cm). 

GtSriejoom mcnj( 3 —7/2017-18. 

3(3dejocru Gnoocasrailsicijl oilei: 

aolesIcnroS—' 672. 

OD^ojlcScSfflg-' 336. 

85)nJOG53 OJ<Pl-' 722 (' 672+50) 

odS^ejocro Qnnooasra/lsiai] culraSnj cn crisis caraaiaroocn 
as/toantojo cruaoaajjo— 19-9-2017, 1.30 06 rril. 

B^neiocro' ctujIcO) ®1 tssijar) rare ai cru o m an lorn rail tr»jo 

(TUfflCfflCUJo-19-9-2017, 2 2)6101. 

sdi^eiocru anjo<es)jcm anlcDianlocsjo cruacDxujo— 

19-9-2017, 2.30 2)6101. 

B^deioaru nilej nJ6Toaomil(B§o, (26m1(s<i»o(3ojDc3 rarejco/lcsgo 
aotantsa (TujIcOjralceojcftiCffijggj. 3 ( 3 '^ejocru cocnidi, anlasanl 

a®CTT)1nj <3 061161 oJSJ 0513/1 2)J(.36>QJiy (ftiOJOJcftifA (.nJlf'S'TUln-IOaS, 

acinofflossoaru asc&ecnogsslcssiasis gDo3miloy§, an^on ^-20 ng)ao 
(saasSnileiocruasKnlasS rarecDxr»Gc86>6n3a5)06rr). asioaadl^jj eieltsojan 
3^<miocrojta>c^ njaOcosmlcOffljanDanei. aolsalcnasS 3^>^ejoam 
(.njfflosmcsasTroosisoiTjo rarej6i(fti njleicoijffls 1 % cnlnantnaj^aijo 
200 ailejdsjgg Gcftaig 2 q(. 3 nj(.a 5 ia 5 i 3 ) 1 ra 3 (.nJorn2)1ca> 
ca>0oc8 nJiraifujo g6TTeomilo)1ec9S)6iTeano6rn. 

3(3neiocru anjocesijcm anlcrsanl ajanasS rarejoj aocruo CU 610 
nilej ml 0 <ss) 1 (n ip-iosruej^o g 6 nsocal 0 lec 8 S) 6 n§ano 6 rn. 3f3<^eiomj 
(_njao6TDo ffl6)cft)aogo 0njc^oa3 njoslejoasnnanosm. 

No. C/1716/2017/MTI, Thrissur. 1st August 2017. 

Sealed tenders are invited for the supply of Furniture 
for the use of Library of Maharaja’s Technological 
Institute, Thrissur. 

Tender No.—7/2017-18. 

Cost of tender form: 


Last date and time for sale of tender form—19-9-2017 
at 1.30 p.m. 

Last date and time for receipt of tender— 
19-9-2017 at 2 p.m. 

Date and time for opening of tender— 
19-9-2017 at 2.30 p.m. 

Intending tenderers may on application to the 
undersigned to obtain the requisite tender form on which 
tenders should be submitted. Application for the tender 
form should be accompanied by a remittance of above 
prices fixed for the same and which is non-refundable 
under any circumstances. The tender forms are not 
transferable. Cost of tender form is only acceptable by 
money order or cash remittance to this office. As per 
condition the tenderer should send along with his tender 
an agreement executed and signed in Kerala Stamp Paper 
value of " 200 and Earnest Money Deposit 1% of the 
total cost of article tendered. Tenders without agreement, 
tender form and Earnest Money Deposit will be rejected. 
The envelopes containing the tender should bear the 
superscription “Tender No. 7/2017-18 due on 19-9-2017 at 
2 p.m. and should be addressed to the Principal, 
Maharaja’s Technological Institute, Thrissur-20. 

Last date for receipt of tender will be 19-9-2017 at 
2 p.m. Late tenders will not be accepted. The tenders will 
be opened at 2.30 p.m. on 19-9-2017 in the presence of 
such of the tenderers or their authorised representatives 
who may be present at that time. The Principal reserves 
the right to accept or reject any tender without assigning 
any reason thereof. Approximate estimate cost of the 
items comes to " 1,91,000. 

Details of Items 

SI. Item 

No. 

1 Wooden Display Rack with 
20 Compartments—INo. 

2 Circulation Counter, Particle 
board, Granite Top—1 No. 

3 Computer Table—10 Nos. 


Original— ' 672 
Duplicate—' 336. 

By post (Original)—' 722 (' 672 + 50). 
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No. D2/4112/2017/GECTCR. 5th August 2017. 


Sealed tenders are invited for the supply of 
Equipments for Chemical Engineering Department of 
Government Engineering College, Thrissur. 


SI. 

Tender No. & Items 

Approximate 

No. 


Cost 

1 

D2/84/2017-18—Equipment 

1,31,000 

2 

D2/96/2017-18—Cubicle 

1,81,250 


Cost of tender form—' 672 + Postal Charges. 

Last date and time of issue of tender form— 
13-9-2017, 12 Noon. 

Last date and time of receipt of tender form— 
13-9-2017, 2 p. m. 

Date and time of opening of tender—14-9-2017, 
11 a. m. 

Website: www.gectcr.ac. in. 

Intending tenderers may obtain the requisite tender 
form from Principal, Govt. Engineering College, Thrissur 
on cash remittance of cost of tender form + Postal 
charge. Tender forms are not transferable. Late tenders will 
not be accepted. Application for the tender form should 
be accompanied by cash remittance, as per the price fixed 
for the tender form. Cheques, Postage Stamps etc. will 
not be accepted towards the cost of the forms nor the 
forms will be sent by V. P. P. 

Tenders should be accompanied by EMD of 1% of 
the amount (subject to a minimum of ' 1,500) by DD 
drawn in favour of the Principal, Govt. Engineering 
College, Thrissur with an agreement in Kerala Stamp Paper 
worth ' 200. Details can be had from the Govt. 
Engineering College Office during working hours. 

Government Engineering College, Dr. Jayanand, B., 
Thrissur. Principal. 

ei<^ij B^^eiocru ajacru^o 

(0011(3 OJDll-6819/2017/GECSKP. 2017 (319)1000 8. 

rflj6TD nJJfflo IS) (U 6Tl3 0 12 ($“ a® STSjl CO 1 CD) Ol o CO 
(ScftCKSgsloej n_i(U(6 gmcftGLS06ro1cfti(n> g5a3anj(.sj6>[Z](S(i3c>9da3 

ej 06 nil(S£jc 8 S> (3i3)Qiaa^aocQ> goj<ft>06rn63i3u3 ailaiasmo s>nJcg>oa3 
«noejnjav2)i3s (ninonjmssBglaS colcmjo mjtqtUij o^^oorujcftuS 
cftfld6rriljyj6ioa>oggjaT)j. 

<3(6rieio(Tu cnmj(3—10/2017-18. 

3(3<^eiO(TU (BrU2OO(OT5)lffl0l3 Qllei: 

aolgaloios -' 448 (400 + 48). 

OJD^oilecWig -' 224 (200 + 24). 

(OloJOraStlEpI-' 498. 


3(3™£J0(TU <3 a£) 00(315)16) (1^ (111 (33 n_| CO W ] 61S (31301000(0 

anlasoiloffijo ooaaDoijo—13-9-2017, 1 asiol. 

3 (3^ejoao' oojIa al cesijoo rareoi 00001 railau oilcoijo 
aoacceojjo—13-9-2017, 2 asrol. 

B^^eiooo ®)jOc9Sij(ro oilccsailaDjo doaaixujo—13-9-2017, 
3 msrol. 

B(3<i£ioflo ailei njsroaoco)1(3§o, m6m1(B(n)0(3(ux3 mrejaslego 
aoiroxsa ooiltft.alceojtSjQffljggj. 3^<^eiooo oioikS, ailcQHOil 
n^doloi easuoojsjairol a^ani^l <&><uoj<ft>«3 tMloSaroliT-iouS, 
n£) 6 i 2 i/l oil «i) oloco c^oGgs?, naJsro njj ao n^rro 

(BaraSailejoaoaKnIraS (3ia(n)c®(3ce6)6rB®i06rd. raioaiool^ij eielcKijcm 
3(3<^eiooojcft.o3 njalcosrolcsajooaiej. aolsIoiraS 3(3<^eiooo 
(.njaosroerairoofflso^jo ' 1,060 (olaraiLBOj^dijo " 200 oil&jgDiss 

<3<arag 2ij(.3 nJ l« 5) raimlaS a1c&> <&>(ao(d nj(.(3ioijo 

g6neocffi1a1(Bc0a6n@(3iO6ro. 3^<^eiooo aijocesijoo roilooxtril mjairaS 
2 aodoo oiaa oilei (olotssilrd tp-iasmeiio g6n§0(r!)1al(Sc9S)6ri§®i06ro. 
3^<^eioao (.njfflosroo 6)6)cft>aogo Qnjqgoad njoslejooiaaiosro. 

No. D1/6819/2017/GECSKP. 8th August 2017. 

Sealed tenders are invited for the supply of 
Equipments for Power Electronics and Instrumentation Lab 
of Government Engineering College, Sreekrishnapuram. 
(Here mention the stores briefly with quality and wherever 
possible quality also). 

The envelopes containing the tender should bear the 
superscription equipments for “Power Electronics & 
Instrumentation Lab” of this Institution and should be 
addressed to The Principal, Government Engineering 
College, Sreekrishnapuram, Mannampatta P.O., Palakkad, 
(H.E. Designation of Purchasing Officer). Last date for 
receipt of tenders will be 13-9-2017, 2 p.m. Late tenders 
will not be accepted. The tenders will be opened on 
13-9-2017, 3 p.m. in the presence of such of the tenderers 
or their authorized representatives who may be present at 
that time. 

Intending tenderers may on application to the 
Principal, Government Engineering College, 
Sreekrishnapuram, Mannampatta P.O., Palakkad, obtain 
the requisite tender forms on which tenders should be 
submitted. Application for the tender form should be 
accompanied by a cash remittance of " 448 which is the 
price fixed for a form/set of forms and which is not 
refundable under any circumstances. The tender forms are 
not transferable. Sale of tender forms will be closed at 
1 p.m. on 13-9-2017. Cheques, Postage Stamps etc. will 
not be accepted towards the cost of tender forms, nor 
will the forms be sent per V. P. P. Duplicate tender forms, 
if required will be issued at ' 224 per copy. 

Tender No.—10/2017-18. 

Cost of tender form: 

Original—' 448 (400 + 48 GST) 

Duplicate—' 224 (200 + 24 GST) 

By post (Original)—' 498. 
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Last date and time of sale of tender form—13-9-2017, 


1 p. m. 

Last date and time of receipt tender—13-9-2017, 

2 p. m. 

Date and time of opening of tender—13-9-2017, 

3 p. m. 

Intending tenderers may on application to the 
undersigned to obtain the requisite tender form on which 
tenders should be submitted. Application for the tender 
form should be accompanied by a remittance of above 
prices fixed for the same and which is non-refundable 
under any circumstances. The tender forms are not 
transferable. Cost of tender form is only acceptable by 
Money Order or cash remittance to this office. As per 
condition the tenderer should send along with his tender 
an agreement executed and signed in Kerala Stamp Paper 
value of ' 200 and Earnest Money Deposit ' 1,060. 

Tenders without agreement, tender form and Earnest 
Money Deposit will be rejected. 


Details of Items 

SI. 

Name of Item 

No. of items 

No. 

with Specification 

Required 

(1) 

(2) 

(?) 


1 DESIGN AND STEP UP DC-DC INo. 
CONVERTER- Built in power Supply; 

On board PWM circuit on board 
MOSFET, IGBT, Transister & SCR 
Assembly; Test points provided to 
check the outputs at different blocks 
Easy to operate and understand 
sockets provided to make different 
connections. 

2 DESIGN AND STEP UP PUSH 1 No. 
PULL DC-DC CONVERTER- 
Inbuilt isolation section for measuring 

of the signals. 

3 DESIGN AND STEP UP BUCK INo. 
DC-DC CONVERTERS- Easy to 
operate and understand optically 
isolated PWM generation with gate 
driver Inbuilt isolation section for 
measurement of the signal space 
provided for exteranal inductor 
connection.Test points provided at 
output of each section to measure 

the signals. 


(1)P)(3) 

4 DESIGN AND STEP UP HALF BRIDGE INo. 

AND FULL BRIDGE CONVERTERS- 

With Ramp comparator firing scheme 
Test points to observe output of 
different blocks on board AC sources 
of 15 V and 18 V socket provided to 
make different connections. 

5 DESIGN AND STEPUP BASIC INVERTER 1 No. 
CIRCUTES-On board firing circuit Test 
point provided to check output at 
different block, Inbuilt power supply 
sockets are provided to make conection 

6 TRANSDUCER MEASUREMENT INo. 
USING LVDT-Self contained and easy 

to operate sencitive.Linear. Stable & 
Accurate 3 half digit LED display with 
polarity indicator onboard LVDT 

displacement measurement jig with 
micrometer Amplitude adjestment for 
Exitation Generator high repeatability 
and reliability. 

7 TRANSDUCER MEASUREMENT 1 No. 

USING STRAIN GAUGE-3half Digits 

LED display sensitive, Linear, Stable & 
Accurate Test points to observe input 
of each block onboard offset null 
adjestment onboard cantilever 
arrengement 

8 TRANSDUCER MEASUREMENT 1 No. 

USING PRESSURE TRANSDUCER- 

Data acquisition using USB sensitive, 
linear, stable & Accurate Functional 
block Idicated on board mimic 
On board digital voltameater on board 
indicators; Buzzer & LED On board 
On/Off controller precise signal 
conditioning 

9 TRANSDUCER MEASUREMENT USING 1 No. 

PHOTOCELLS (Photoconductive Cell, 
Photovoltaic Cell, Photo Trancistor 

and pin Photodiode) Rotary & Slide 
Potentiometers Filament Lamp, 4 mm 
banana sockets. 


Office of the Principal, 

Government Engineering College, 

Sreekrishnapuram, 

Mannampatta P. O., (Sd.) 

Palakkad-678 633. Principal. 


Gaz. No. 36/2017/DTP (Stores Purchase). 
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Bc3<^ejocru njocru^o 
[maru(3 crul. g>. 01 / 2017 - 18 ] 

(Dcru(6 crul. g>. 09 / 2017 . 2017 rarajc/xru 7 . 

gDaRStTulg^jif sono (.n-ilaijloM s>s<&(Bcnogs3l rarejorcf 
a)<U6n36)aaJ' eojoglsiscebchlcft (ScfeOGgsslfflej kktu<tj GaOO(3 cr»j 
m1ra < ijO(3«jiDlcft.«3ce6) ejOrJeso.T_iJca.a3 11 n®6rno aj1«n<a6rno 
ffliTjogjarxirilcr) ajiacu^j airarufflcrujeonjffljgg Bc3<^ejocruj<ft,a3 rawsw 
njocrejcm cril 6 tucru)cn<ft>eg 06 )s aiUsnDlTjjOcfcoggjcrnj. 

rarasaraS cmjea.—" 4 , 40 , 000 . 

crflraaDcraoj^o— ' 4 , 400 . 

B(3<iejoarujca>c/3 (.JlnSarul ajouS, On®, Jl. si. cirrajcig" 
ssl. nil. si. crul. 6irfl40(3smjc3 a®cm cars(.cu) crulra3 aji.3 sku^j 
ca.ajo1(o3 c3T3<s2)cr»ec9S)6reo)osm. <ft>ajo1cd rujossral Bc3<iej0(Tu 
cdctuc 3 crul. go. 01 / 2017 - 18 , 3^<^ejocru1nag erura—6XTu<rj eanocS cr»j 
cul 3 c 0 (3 csiol oa.a3c9ffliaa ejOrJeso rrjj cftigjos cu1«nffl6rno 
(11 r4)6TDo) CTUo6TUCrU)1aJ o®Crh r^CPJ«Ul(H)1(3lec0ffl6nSCmO6m. 

mlaaflcm ennoocaimlejjgg B^riejocrujcft,a3 eaeoccormlfflo^ 
ojlejcmooQ) " 900 + cuoo ' 45 (rarajSJca. ' 945 ), g)") 

CniQOrd CD COTtDlC<33 (.oJ CU (3 R5T®1 c0S)JCrO «J)JSc3 011 3 0 <3 J, 0 (TU 

e<ft.(.cB«5ro)1aag (cTu1g>-s>crura3) aoaolcrolraS csrasJj ecn®1e§o 
(Wojoca3 2ioc3coo carajajaa^fflrTjsjcrDcucS 3^<^ejocru GciOOOOTTtDlfflcijj 
ajIejQacaffljtTjjooa raanJoraS cd1oc9S)ocd)1 ' 40 carasaSecasisrecrooern. 
bc3^£jo<tu eaeooasKolfflag g>ffl§1<r] oJca>(3ri : |j<ft,a3 ' 450 + cuog 
23 (carajfflca. ' 473 ) caras^joroS caraicu aa ua i 39 cu(3 < b ® 
CDcn3ca.janDcmo6TTD. 3c3nejocru eaeooasrmlfflci^ culejcojocoil raras^j 
cmj<a. c®06Ka)0fflj ca>oosmcuaaoejjo ascaal CDca3ca>jcmcroej. 
3(3<iejocrujcft>(A 6)©c&>aogo 6injcg>oa3 njosjggcmej. 

3(3^ejocrujcft,c^ goo cajOffl^oejQfflcarrolcnS cnlcrnjo 18 - 9-2017 
aoculnej 11 asmlcuff)® cuo63T30cujcm«j)jo 18 - 9-2017 g^jascea 
3 ffl6TT)1cus)ffl caalcaloca. cruj1<ftffl1<06)jcrr)(OTjo cara)<s2)1ca1<flS)jo. g)63B6>cr> 
crujlcfeol^j 3t3<iejO(Tujc&>o3 19 - 9 - 2017-00 ooculfflei 11 asmlceJ 

6 TUC 1 DJ BO CD 6 )<r_|§ 6 ) a®. rdl. si. C3T9) Clg'' 831. nil. Si. CTUl. 

(,ru1n3oru1 ryoglfflo^ ca.ooj,o eidacarmlfflSfflcu^' aDOSsojgg 
3c3<^eiocruj<ft,oojff)se(i»o caracu(3 caraai1<ft,o(a6)n : |sj«5T3ijcinDcucaj6)se(i»o 
cruoanolrjDjjCarmlroS (rojOtSOjanocmjfflocQjIffllcssijo. 

3(3<^eiocru cru2K3n_|1c96ioa3 ge(3a8l<flS)jcrncu(3 ecno1e§o 
cmnJOcnS fflje65jaoec!fflo earo3 cruj.JliT_jl.iy (o_icft> 0 ffli 2 jgg aolasulcm 
«n1c]Q)cfr)1c0S)jo cruacQJcairolcDjo ff>a®.Jl.sl carajcig"' s 3 l.rJI.sl.crul. 
l.Jla3cru1<T_pgl6)0ijj cftiOo^oeicfficatrolroS cruacSajletaosTTegnosm. eaco3 
crujJlirjlij cmicmcrolcasijo cruacsDcarsilcnjo GMcMo eieltaaijcm 
ac3r^joorujcft,a3 cc»06ica)0fflj ca.offl6rr)cua8oejjo cruj1ca>ca1c9S)jcrDraiei. 
oolcSegaaltSSifflryg calcwIcmlejejofflcaieciDO cril^glrflds cruacm(.ca.fflo 
ruoeil Casio (iMGmo cnlcraulcm cmjea. catas d><aao coiroecmo 
cul el r3 no cm c36) ajoujgg caracucniDcojIcnS micro c&oo^iaocD) 
aog63Ba3 cucmecaao carajcs) Bc3neiocrujca>u3 mlojojoculcajo 
mlfflcrulcaojcrncmosm. B(3't£iocru oruo6rucnu1^| agj ca>jsj«nca3 
Oj1a830oaD63T3C/3 goco 630rie1(TUlC33ml0n0JO trffjejO (.njcu(3caiml 
3lcucru63i3g1ejjo carao1cr»ocujcrDcsi06rD. 


[No. C. E. 01/2017-18] 

No. C. E. 09/2017. 7th August 2017. 

Sealed competitive tenders are invited for the supply 
of Laptops (11 Nos.) for the STEP 4 U students of IPT & 
GPTC, Shoranur. 

Tenders should be addressed to the Principal, 
IPT & GPTC, Shoranur in a sealed cover with the Tender 
No. CE 01/2017-18 and tender name, supply of Laptops (11 
Nos.) for the STEP 4 U students, duly superscribed on the 
cover. 

Approximate Cost—' 4,40,000. 

EMD—' 4,400. 

Tender forms in the prescribed form can be obtained 
from the Office (CE CELL) of the Principal, IPT & GPTC, 
Shoranur either in person on cash remittance of 
' 900 + VAT ' 45 (Total ' 945) or by post through Money 
Order, with postage charge of ' 40 in addition to the 
cost of tender form, if the same is to be send by post. 
Duplicate copies of the tender form are also available on 
payment of ' 450 + VAT ' 23 (Total ' 473). The cost of 
tender form once paid will not be refunded under any 
circumstances. Tender forms are not transferable too. 

The last date and time for the sale of tender form is 
up to 11 a. m. on 18-9-2017 and the last date of receipt of 
tender form is up to 3 p. m. on 18-9-2017. Received 
tenders will be opened at 11 a. m. on 19-9-2017 at the 
office of the undersigned in presence of tenderers or their 
authorized nominees who may be present at that time. 

Intending tenderers shall either submit the tenders 
directly of this office or send the same so as to reach 
the undersigned on the due date and time mentioned 
above. No tender received after the specified date and 
time will be accepted on any account. Tenders which are 
not in the prescribed form, not stipulating the period of 
firmness and with price variation clauses and or subject 
to prior sale conditions are liable to be rejected. Other 
details can be had from the office of the undersigned on 
all working days. 

Specification 

* Description-HP 240 G5 

* Intel Core i3-6006U processor or Similar 

* chipset-integrated 

* memory 4 GB DDR4-2133 -SD-RAM 

* Hard drive -500 GB SATA (7200 rpm) 

* Optical drive-DVD Drive 

* Display-14" diagonal HD SAV LED-backlit(1366 x 768) 

* Audio/visual - HD audio with DTS studio sound 


416 




12th Sept. 2017] 


STORES PURCHASE 


1269 


* Communications-integrated 10/100/1000 GbE 

* integrated wireless-optional 802.11 b/g/n, 
Bluetooth 4.0 

* Key board-full sized textured black island-style 
keyboard, touchpad with multi touch 

* Pointing device-touchpad with 2 pick button. 
Multi-touch gestures supported 

* battery-Primary battery (3 cell-3 lwh li-on 

* interfaces/ports-(VGA—one, HDMI-1, 
headphone/microphone combo-one, 
power connector-one, RJ-45/Ethernet-one, 

USB 3.0-one, USB 2.0-two, multy media reader 
slot supporting SD,SDXC-one) 

* Operating system-Windows 10 pro 

* security hardware-security lock slot 

* System dimention-34.54x24.15x2.39 cm 

* Certifications-UL, CSA, FCC compliance ENERGY 
STAR EPEAT-Gold, green peace certification 

* Warranty-1 year onsite warranty with ADP. 

Office of the Principal, 

Institute of Printing Technology & (Sd.) 

Govt. Polytechnic College, Shoranur. Principal. 

ei<^ij Gc3‘‘>eio<Ti) njocru^o 
[cnrmc3 9/2017-18] 

cnmic3 ojl> 1 i/ 4371/2017/GECWYD. 2017 rarajuxri) u. 

ojOTcnos crudSeMosS r 4 ) 6 i&i 1 cn 1 cc»o 1 ou) Gtftoegsflfflej 
6iag1ffl1cQ>«53 6isrrulocn eiosnilcsejcM rarajcnaa^ooffl ca>o(.oJn9da3 
6iscrn1ocd 6)2>n3d1a3 ai1«n<96TT>o 6iii<3g>oa3 o ei nj a van 33 
cnioonjm63T3g1«53 cnlmojo tyLBQai^j 3(8>^ejO(TU2ca.(A tftfldsmlcasijcmj. 

rarasaroS tmjcaj—' 2,75,000. 
ao1<9ox.3an,o—' 2,750. 

(3(3<^eiocru csnnootOTrolfflag culm: 

63o1a1<D(n3—' 600+12% £Bl.a(j)aus1.=672. 

CUJUnilcScOffld-' 336. 

09 6V O 

fflioJoraS ais> 1 —' 710. 

< 3 c 8 ‘‘>£io<TU 2 cft>u 3 (.t+iToamilnjoaa, com. a^srajImlcDiolocn 

(B<ft>0egK!, CIKSXDOS, OTiejnjJS 1 nil. 63., ffl0(TKTOKU0Sl-670 644 
ag)am ajleio(ru«5K5i1«53 raraas^jjraKsraensraijo c&molcnjnjjorarro 
3(3aejocru cnamojo ^ooRsrrolan^ tsojojo efflsiifflnjsjcBRSTmsne 
«»jffl 06 rn. 


Q(3aejocru2cft)a3 rarejcu aa^ aj gg cii(3<06) cn)(3c96)0(3 

n^smilcnlcffiolocn <s<ft>oegs, QKSxnos 630no1crulR58 mlonojo Gcno1§ 
19-9-2017 fflo^fflsrril cu6)ffl 630nO°lcrn eoigaiM ejelc9S)jcm®iosnd. 
(oinJoeilroS em6ngmc3 ' 710-6101] asmlecojo^cu)^ omnDloio 
(aj|(l3(n)1ri_jO(/5, 0X1160361210?' a®6m1(n1cC»OloC/) e<ft>0Gg83, CIKSDOIOS, 

caieinjjtf 1 nil. 63., 2)0COCT5Xm0Sl-670 644 n®OT) Oil £1 001X31311(33 

(3Td<B)^u«5ieffl6n§85i06rn. 3(3>^eiooii2c9>c^ eie1(Sc96i6ne raramoDocn 

cailcmroil 19-9-2017, 2 2i6ni1 rare) 03 j cm 2 ■ 616imceil<e6il§3001 
GtSnejoorujcOjoS woosnoai tSiOoemcuoaoeijo cn)/l03ffll06>2cm«s>£i. 
3(3<i>eiOOTJ (Sn£3000TSil610^ Clilfil 50)06101002 tSiOOemOJODOeiJo 

2lS ( S6ll6) ( e61OS2c0612ODOiej. {319)01092,612103103 3(3fiei001J Olf 
61nJC^001Jgg C3T9 oil 03000 Loilo3cniln_|Og1o3 <T>10&ilaJ®) 2)0631. 
3(3o>eiooii2ce3(A 19-9-2017, 3 2i6rnl06> nno^ooa2)1sia9(iioi6is 
0110cnilfiD^ooiloS oijooiri nJoleoaouilceeijonrioioerTi. 3 c3<i£io<tu 
(B oD 00(319)16)0$ (Ulei 01)1. 01)1., 6)nJ06), OnJOCTUOS 630(3CU)(3 
01JS63B1CQ) OJnJOTOiloS CTUll 0> Ol 06)J CHI Ol £1. 6g 0) 633 6) g n_| Ol 
m1aa3cn1aio63Bc/3 3c3^eiooDl(saio6ison ; |o eie1c96ijamoi0 6rii. 
CUM, J Ml (506)0 3(3<i£10(n) Gn£)00633o3 " 336-01 £1(52,2)0 611). 

63OlS3l01o3 3c3n£10<T\) (_nJ2106nieOO106)S0n ; jo (3T<))6)03 dileiODJOS 

1% ail(90x.3(U2,Qi2o, ' 200 mlmcoijgg 2)jL3nJt.oior{5ilo3 t,oJOiQ2ilc03 
0>(9oc3 njconujo g6neocs)1o1ec06)6rBoiO6ni. 3c3^£iocri) tnJ2)06rno 

6161c0321OOo 61nJ<M003 nJ0Slei0OT51O106rn. 

O 73 6V) 

[No. 9/2017-18] 

No. D1/4371/2017/GECWYD. 14th August 2017. 

Sealed tenders are invited for the supply of 
Compression Testing Machine for the use of Material 
Testing Lab of Civil Engineering in Government 
Engineering College, Wayanad. 

P. A. C.— ' 2,75,000. 

EMD—" 2,750. 

The tenders should be superscribed the Tender 
No. 9/2017-18 due on 19-9-2017 at 2 p.m. and addressed 
to the Principal, Government Engineering College, Wayanad. 
Late tenders will not be accepted. The tenders will be 
opened at 3 p.m. on 19-9-2017 in the presence of such 
of the tenderers or their authorised representatives who 
may be present at the time. Intending tenderers may on 
application to the Principal, Government Engineering 
College, Wayanad obtain the requisite tender forms on 
which tenders should be submitted. Application for the 
tender form should be accompanied by a cash remittance 
672 which is the price fixed for a form/set of form and 
which is not refundable under any circumstances. Those 
who need the tender form by post should send 
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M. O. ' 710 to the Principal, Government Engineering 
College, Wayanad. The tender forms are not transferable. 
Detailed specification of the item will be obtained from 
the Office along with tender form. Sale of tender forms 
will be closed at 1 p.m. on 19-9-2017. DD/Cheque/Postage 
Stamps etc. will not be accepted towards the cost of the 
tender forms not will forms be sent by VPP. Duplicate 
tender forms, if required will be issued at 
336 per copy. As per condition the tenderer should 
send along with his tender an preliminary agreement 
executed and signed in Kerala Stamp Paper value of 
200 and Earnest Money Deposit 1% of the total cost 
of articles tendered. Tenders without agreement, tender 
form and Earnest Money Deposit will be rejected. 

NB .—The format of agreement attached in page No. 8 of 
the tender form. 

Details of Items with Specification 


Item with Specification Qty. 

Digital Compression Testing Machine 2000 kN 

Ram diameter (mm) 

234 mm 

Ram travel (mm) 

50 mm 

Least count (in kn) 

1 kN 

Maximum pressure (kgs./cm) .. 

480 kg/cm 

Platen diameter (mm) 

300 mm 

Horizontal clearence (mm) 

310 mm 

Vertical day light (mm) 

410 mm 

Height of load frame (mm) 
with leadscrew 

1050 mm 

Weight of machine 
approximately (kgs.) 

Specimen can be tested 

700 kg 

Cube (mm) 

100,150,200 

Cylinder (mm) 

100 x 200, 

150 x 300 INo. 

*230v driven motor 1 hp (440v 3phase optional) 

*Overload cut off 

*Over lift cut off 


*Compact design only loadframe to be based mount 
*Pumping unit clamped on loadframe 
*Centering pins on platen for centering the cube 

*Quick lifting ram til contact with 

specimen 

*Matt finishing paint in dark color won’t be looking 
dusty or old 

*Push buttons with inbuilt light indicators. 

*Warranty minimum 2 years. 



Govt. Engineering College, 

Wayanad, 

Mananthavady, (Sd.) 

Tel: 04935-271261. Principal. 


radSnejocru njocru^o 

maudS ajDli-3488/i7/s3laolg36)cft>. 2017 rarajcnanj 4. 

c&srnjdi n^srailmlcniolod) cscftioegsloej gDeitskstsoerrilcfcao 
rarejorcT goej(.si<0008 a®srau1 ml cn>olocn culeocnrarrolDej 

gD&<SbGLSO6ro1c0b ag)ST3Ul ml CS) OloCn £J06TUl(8£Jc9S> (3T3)CUaa^l20C® 

gnj(ft,rasm63T3 o 3 cu1«j)fflsmo Onj<§>oa3 «n0nj ai an33 
minOnjm6313glraS mlrmjo mji36xUij odS^oaujcftiA 
6)cfti033iaT)l. 

3(3(iejomj mau(3—ax>1i-3488/i7/eflaulgD6)ca>. 
n®ca>er3U8 rarasaraS raijcft,—' 2,10,000. 
odiriejomj cBnnooraraflexii] oilej: 

630lS3lm«58-' 525 

OU^njleoBSig-' 250 + 5% ml<ft>j(3)1 

«S)nJ0ra3 (US’!-' 525 + 27 

<3dS<iejomi Conoocmrolsia^ QjlraSnjmdsjns mraajauom 
(Oilaaoilcffijo aomcnxujo—13-9-2017, 2 a6ml. 

<3d5<iejoaTi aujl<ft>ffllc86)jom rarscumiom (mlajumlaDjo 
miacojcujo—13-9-2017, 3 ffl6rril. 

3(3aejomj raijoceeijcm (aftoroitojo auacoxujo—14-9-2017, 
11 m6ml 

odS^eiomi ailej nJ6mmo(nnG§o a6m1ecr»0(3(ux3 rarejcoSkgo 
a at®) a <2 arujlca> ®1 c96)j c9> <r»j ggy 3(3<^ejoaru mauc3, 
oilcoxrol n^janlaj 006116>o_| sjraiafl aj^aoiny ca>cuojtft>a3 
(.njlaaaulnjoaa, axu. n<j)6i&jla>l<i»o1od) Gcft>ocBg83, ca>6rojdS a®am 
oaoSail&jomiOTmloS c3recn>cQ>ece6)6rrgra)06Tf>. cmoaa'dlijj &je1ce6)jam 
<3dinejoa\qcft>a3 njolcoemlteeijamoinj. solssImoS 3(8>^eioau 
(.njmoemorarmoeisonjo (3i3)6)ca> (ulejco)j6)s 1% onfl otm (.3 00,0130 
200 culnKffijgg Qc&og aj(.3rij(.®)®i®l®8 inJommlcft) Ataosl 
nJioxujo g6nsoaalo1Oc06)6ne«J)O6rn. 

3^neioau «5)jOc96)jam KDldstrol ajoioS rarajoj aoauo 
oj6)o culei m1o<06)lm LoJO6m&j,m36Tigo<i!Offll(Bc06)6TTg®)O6rT). 
3(3nejoonj (oJ2)06tt>o 6)6ica.aogo 6)nj<s^oa3 njoslejoormoioem. 
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No. D1-3488/17/GCEK. 4 th August 2017. 

Sealed tenders are invited for the supply of 
Equipments for use in the Electronics Engineering Lab of 
EEE Department of Government College of Engineering, 
Kannur. 

Tender No.—D1/3488/17/GCEK. 

Estimate Cost—' 2,10,000. 

Cost of tender form : 

Original—' 525. 

Duplicate—' 250 + 5% VAT. 

By Post (Original)—' 525 + ' 27 

Last date and time of sale of tender—13-9-2017, 

2 p. m. 

Last date and time receipt of tender—13-9-2017, 

3 p. m. 

Date and time of opening of tender—14-9-2017, 
11 a. m. 

Intending tenderers may on application to the 
undersigned to obtain the requisite tender forms on which 
tenders should be submitted. Application for the tender 
form should be accompanied by a cash remittance of 
above prices fixed for the same and which is 
nonrefundable under any circumstances. The tender forms 
are not transferble. Cost of tender form is only acceptable 
by money order or cash remittance to Government College 
of Engineering, Kannur. As per condition the tenderer 
should along with this tender an agreement executed and 
signed in Kerala Stamp Paper value of ' 200 and Ernest 
Money Deposit 1% of the total cost of article tendered. 
Tenders without agreement, tender form and Earnest 
Money Deposit will be rejected. 

Govt. College of Engineering, (Sd.) 

Kannur-670 563. Principal. 


flca^ejomj njocru^o 

07011(3 6D-471/2017. 2017 S3]6)6)eJ 25. 

acnojoiLoruo cnojsnSoaag 1 ' asdesablcSSiroS 6)6iancnj<ft>]gl6iej 
c 930 oJ^j §(5 ej06ru1 csej(SO rarajcuaa^2io<r» gnj<s>ffl 6 rn 63 Bc /3 
oiloKasmo fflujajjcnorrcS ancgioojggcuffllraiS aolcmjo a^raai^jOTijo 
amxacrujeocuaijggcnjaocQ) G( 3 ^ejocrujcft,a 3 d^srol^fflAoggjcroj. 

bc 3 <i£jo<tu cnamc 3 —02/2017-18. 

rorase^roS —' 1,50,000. 

ra(3>^eio(ru eanoorortrflfflaji cnlei: 

aolsslaxaS—' 500 + GST. 

CLD^njlCScefflO—' 250 + GST. 

i 3 c 3 <‘>ejocru;j<ft>a 3 tulro 3 cKijam raraaicruom rollersro/lcnijo 
cruaccsajjo—18-9-2017, 11 asml 

3 c 3 <ieio<T 02 <ft)U 3 arnica, rolceroj am roranjoruom rollers roflcmjo 

(TWfflCfflOJJo-18-9-2017, 2 (2)6m1. 

3 ( 3 ^ejocru OTijOcerojcm roiltrsrofltrsjo croiatnxujo—18-9-2017, 
3 msml. 

3 ( 3 deiocru ennoororoilsKig cnlei a 6 ml(B<r 80 c 3 (ux 3 rarejooijo 
orujlcftffllcsffljcmroiosrn. csanoo 63 i 3 a 3 ro>ojoro 3 ao( 3 u)ajjo cscnrolgjo 
ejelcBffljoTKmosrn. 

n3)C^6nJl: 

• gnJcejfflsnDsangjros ailaooailajfflo csnnoororrolffla^tSjjros 
eje 1 c 06 )janDro)O 6 rn. 

• mlroroiLBOj^o 1%. 

• ' 200-6)0^ nj l®> rortnlroS gsansl rorescesio 

6inje(§>6nero)06Tf). 

No. E-471/2017. 25th July 2017. 

Sealed competitive tenders are invited for the supply 
of 5 KVA UPS with batteries for the use of Computer Lab 
of Government Technical High School, Neruvambram. 

Tender No.—2/2017-18. 

Cost of tender form : 

Original—' 500 + GST. 

Duplicate—' 250 + GST. 

Last date and time of sale of tender form—18-9-2017, 
11 a. m. 

Last date and time of receipt of tender form— 
18-9-2017, 2 p. m. 

Opening date and time of tenders—18-9-2017, 
3 p. m. 


Gaz. No. 36/2017/DTP (Stores Purchase). 
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No. VX4-1443/2017. 14th August 2017. 


Tender forms and List can be had from the Office of 
the Superintendent, Govt. Technical High School, 
Neruvambram, P. O. Payangadi, Pin-670 303, Kannur, by 
Money Order. No other form of remittance will be 
accepted. Estimate Cost ' 1,50,000. 

E. M. D.—1% of the quoted value by means of 
Demand Draft/FDR drawn in favour of the Superintendent 
(Minimum of ' 1,500), Govt. Technical High School, 
Neruvambram from a Nationalized Bank, Bankers cheque 
will not be accepted. 

Tenders should be accomplished by an agreement in 
Kerala Stamp Paper worth ' 200. Tenders without 
Agreement, E. M. D. will be rejected. Tender should be 
clearly superscribed and the same will be opened at the 
specified date and time in the presence of such tenderers 
or their authorized representative. Late tenders will not be 
considered. If the opening date happens to be a holiday 
the tender will be opened on the next working day. 

Govt. Technical High School, 

Neruvambram, P. O. Payangadi, (Sd.) 

Kannur. Superintendent. 


Vocational Higher Secondary Education 
Department 

njjrodi ocS^ejocri) ajocru^o 

cnawc3 ail. a^c&ou4/1443/2017. 2017 rarajcnrru 14. 

6 )«no(p 1 £j eel rfld o 1 ®i nna»c3 6)CTUces)a3ol afla^o e^oarn 
ai<ft.j<jj 1 s)ag cft.l«>leijgg rural cs^o ail eo<x)COT 3 ) 1 cnoajcra^ 2 )o<i» 
ca>cnjy§c3 (SaJrycB crucscft> 0(3 r&flg (aanoo ai( 3 n 9 do) eje^ao<flS)jcm 
(miQejcWlocml (.n-itzqsn cninorum63i3glRs3 cnlanjo mj(30j^| 
3c3aeiocru2cft>a3 crucsoa>0{3 n3d°lg1fflo$ 

rare) rail, crujOcMflraitroio, aieilnjo, (mjssaBlcra c&jsjrairaS 
ailajra63T3o3 6)«j)o<pleiajlnado1o) odcokS oo\)c 9 fi) 6 neo 1 oilo^oepcru 
ojd(i»o cel'sojsis a 0 nc 1 crul 08 mlcmjo a®eio (.n-ioi^rarrol 
3laicru63Bg1eijo £jg1d3S)jcmra>36rr). 

rarasaroS «»]<&,—" 1 , 93 , 000 . 

mlrarai (.oai^o—1%. 

6)(TUcft)^(a1g1 6icu)CBo_pcn51g (6 tho 8£ cn^oasnsl)— 5 %. 

3^rieiocru (Saooorarrolfflag ailei —' 600 + 12% si. n{j)cru gl. ccdjo 

3^rieiocru ailRsScesij cmanjo aruj“l<&> ol <ssij cm raij 21000 ) 
ra/toraitojo rruacffiajjo— 15 - 9 - 2017 , 3 msrril. 

3^(^eiocru (mjocosijcm railcfflrailasjo crufflauarjo — 16 - 9 - 2017 , 
11 216 ml. 

3c3^£joaro2cft>u3 eje1ete6i6re aileiorruo— anwosl s<8, 

6KmOS>1ejU)ln3dOl(01 ODCS2K3 6) (TU cSS) C1^ Ol OjlO^Oe^OOm OJcftqaj, 

an'nrrulocn cs6TUO(3ajD 6ru1 ash cu)loon, era o arafl ao on «S, 

railrajajcnaronjjrao. 


Sealed tenders are invited from reputed and 
renowned firms for the supply of sheet computer paper 
with pre-printed format of score sheet (First year) required 
for the Examination wing of the Department of Vocational 
Higher Secondary Education, Kerala as detailed below. 

Approximate Cost—' 1,93,000. 

E. M. D.—1%. 

Security Deposit in the form of Bank Guarantee —5%. 

Cost of tender form—' 600 + 12 % GST 

Last date and time of sale of tender form— 
15-9-2017, 3 p. m. 

Date and time of opening of tender—16-9-2017, 
11 a. m. 

Designation and Address of Officer to whom the 
tender is to be addressed—Director, Vocational Higher 
Secondary Education, Housing Board Building, 
Santhi Nagar, Thiruvananthapuram. 

Tender documents and other details can be had from 
Director of Vocational Higher Secondary Education, 
Housing Board Building, Santhi Nagar, Thiruvananthapuram. 

Re Tender No. 2/2017-18 
Details of Articles required 

Score Sheet 

Size : 110 GSM, 8.5 * 12 = 50000 Nos. 

Security Features 
Two Visible 
Three Secrets 

Colour 

Will be specified in the supply order. 

Board of Vocational Higher Secondary 

Examination, Thiruvananthapuram-695 001. (Sd.) 

E. mail: vhsexamination@gmail.com. Director. 
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